S662e| 
1859 






^.LJt/ 




AN EXAMINATION 



OP THE 



QUESTION OF AMSTHESIA, 



ARISING ON THE 



MEMORIAL OF CHARLES THOMAS WELLS, 



PRESENTED 



TO THE UNITED STATES SENATE, SECOND SESSION, THIRTY-SECOND 

CONGRESS, AND REFERRED TO A SELECT COMMITTEE, OP 

"WHICH THE HON. ISAAC P. WALKER IS CHAIRMAN. 



PREPARED FOR THE INFORMATION OF SAID COMMITTEE. 



BY THE HON. TRUMAN SMITH, 

U. S. Senator 



;from , ponnecticut. 



.■•» 



JOHN A. GRAY, PRINTER, 16 & 18 JACOB STREET, 

FIRE-PKOOF BUILDINGS. 
1859. 



S66 



i - e 



INTRODUCTION. 



This Expose of facts and considerations in support of the claim made in behalf of the 
late Horace "Wells, of Hartford, Connecticut, for discovering the principle, and introducing 
tlie practice of Anaesthesia, was published at Washington during the Second Session 
of the 32d Congress, (1852-3,) and received but a limited circulation. Circumstances 
have recently occurred which make it highly proper that the subject should be re-pre- 
sented to the public, to the end that justice may be done alike to the living and the 
dead. 

The undersigned avows the authorship of this paper, and assumes the responsibility 
of its statements and reasoning. Whether the deductions from the evidence are just 
and reasonable, must be decided by an impartial public. They would seem to sustain 
the claims of Dr. Wells, or rather of his family, in his name and on his behalf, with 
irresistible force. A brief account of the exigencies which called out this publication 
will not be inappropriate. 

The undersigned had the honor at the 3 2d Congress to occupy a seat in the TJ. S. Senate. 
At the First Session of that Congress, namely, on the 10th of December, 1851, Hon. Wm. 
H. Bissell of Illinois presented in the House of Representatives the petition of W. T. G. 
Morton, praying for remuneration as the discoverer of Etherization, whereupon it was 
ordered that said petition be referred to a Committee of five, which was accordingly 
done—the Committee being composed as follows, namely: Mr. Bissell of Illinois, Mr. 
Stanley of North-Carolina, Mr. Fitch of Indiana, Mr. Rantoul of Massachusetts, and 
Mr. Sutherland of New-York. On the 26th of the same month, the Hon. William 
Appleton of Massachusetts, presented a petition from Dr. Charles T. Jackson, of Boston, 
setting up the same claim, and praying for protection of his rights, which was referred 
to the same Committee. 

Dr. Wells had some time previous perished by his own hand in the city of New-York, 
in a paroxysm of insanity, induced, as his friends believe, by the attempt of Morton 
to filch from him the fame of this great discovery. He had left a widow and a son 
of tender years, in destitute circumstances, and who had no means or resources ade- 
quate to repel impudent claims, or to assert the cause of justice and worth. The inquiry, 
therefore, before the Hon. Mr. Bissell and his associates, was, so far as the family and 
friends of Dr. Wells were concerned, wholly ex parte. Certain it is, that no part of the 
evidence was laid before the Committee which crowds the subjoined pages, and which 
speaks in trumpet tones for the man who, at one and the same time, was the benefactor 
of humanity and a victim of the benefaction. 
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The undersigned understood that much of the time of the Committee was, at the 
session named, occupied by the controversy between Morton and Jacksou, to wbich he 
paid no attention, as he felt assured that should the claims of either be recognized by 
the Committee, and sanctioned by the House, he could, by a statement of the case of 
Dr. Wells, defeat the measure in tho Senate. 

But contrary to his expectation, the Hon. Committee made no report, and presented 
no bill The first session was drawing to a close. Hence the undersigned supposed 
that there was an end of the matter, in that Session at least. Judge of his surprise, when, 
on the 28th of August, (only about forty-eight hours before the final adjournment,) the 
Hon. Mr. Borland of Arkansas rose in the Senate, and moved an amendment of the bill 
making appropriations for the support of the army for the year ending June 30th, 
1853, as follows : " To enable the President of the United States to procure the sur- 
render of the patents issued to "William T. G. Morton on the 12th day of November, 
1846, for his discovery of the anaesthetic properties of Sulphuric Ether, one hundred 

THOUSAND DOLLARS." 

The undersigned felt it to be his duty to oppose to this proposition an uncompromising 
resistance, and he immediately took the floor, and addressed the Senate at considerable 
length, and among other things, remarked as follows : 

" What an extraordinary course is it that is now pursued ! We have here a man 
presenting his petition to the House of Representatives, getting a report in his favor 
there, and without waiting for that report to be actually presented to the House, coming 
into the Senate-chamber unknown to the parties in interest, going before a committee of 
this body, and then procuring that committee to do, what ? Not to bring in a bill, but 
here, on the very heel of the Session, to come in with an amendment to a general appro- 
priation bill. I do not know but that this can be done. I have been in the habit of 
believing that if there is any enormity to be perpetrated, if there is any abominable out- 
rage to be accomplished, if ever truth and justice are to be trampled under foot, it is 
done by way of amendment to a general appropriation bill towards the close of the 
session. Not that I would intimate by any means that the Honorable Committee on 
Naval Affairs (of which the Hon. mover is a member) would intentionally do any thing 
that was not right and just in regard to a matter of this sort. But, sir, nothing is more 
dangerous than these ex parte inquiries. The best of men are liable to be imposed on. 
I have a high respect for these Committees, (naval and military,) but I denounce this 
attempt to filch money from the Treasury as an outrage on the rights of others, and as 
a most abominable imposition on this government : I believe that this Morton is a rank 
impostor— that there is no justice or truth in his pretended claims. I demand, in the 
name of justice and right, to have an opportunity to present to the Senate the case of 
Dr. Horace Wells, and to tell the story of the wrongs which his defenseless widow and 
child have sustained at the hands of this man Morton, who is attempting to rob the 
husband of the one and the father of the other of the honor of one of the greatest dis- 
coveries of modern times." 

The undersigned was most ably supported in his opposition to this measure by his 
colleague, the present Secretary of the Navy, (Mr. Toucey.) and by other honorable 
members of the body, and the proposed amendment was defeated by a vote of 17 in the 
affirmative, to 28 in the negative. Those who voted in the affirmative were Messrs. 
Borland, Brooke, Clemens, Dodge of Iowa, Douglas, Gwin, Houston, James, Jones of 
Iowa, Mallory, Morton, Sliields, Soule, Stockton, Sumner, Walker, and Wilder. 



INTRODUCTION. y 

Those who voted in the negative were Messrs. Bradbury, Bright, Brodhead, Cass 
Charlton, Chase, Clarke, Dawson, Downs, Fitch, Foot, Geyer, Hamlin, Hunter, King, 
Mangum, Merriweather, Miller, Norris, Pearce, Pratt, Seward, Smith, Sherman, Toucey, 
Underwood, Upham, and "Wade. 

This put an extinguisher on W. T. G-. Morton for the time "being, but fearing that 
further efforts might be made in his behalf at the Second Session, the friends of Mrs. 
Wells and son felt it to be their duty to move in the matter. Hence a petition by 
Charles T. Wells, praying a gratuity in consideration of the discovery by his father, Dr. 
Horace Wells, deceased, of the availability of anaesthetic agents in surgical operations, 
was put into the hands of the undersigned, and he had the honor to present it to the 
Senate, January 3d, 1853. On the succeeding day it was referred to a select Committee, 
consisting of Mr. Walker, Mr. Smith, (the undersigned,) Mr. Davis, Mr. Butler, and Mr. 
Dixon. February 4th, Mr. Dixon was excused, and Mr. Hamlin appointed in his place. 

The Committee, on consultation, soon arrived at the conclusion that the question 
would only be settled in a satisfactory manner by a reference to the judicial tribunals of 
the country. A bill was prepared accordingly, and reported to the Senate by Mr. 
Walker on the 19th of February. On the 25th of the same month, the bill making ap- 
propriations for the support of the army, for the year ending on the 30th day of June, 
A.D. 1854, being under consideration, Mr. Borland moved the bill reported by Walker 
as an amendment to the pending bill. The proposed amendment opened with a recital 
as follows : " And whereas, a discovery has been made, and is now in practice, whereby 
the human body can be rendered insensible to dental, surgical, and obstetric operations, 
by the use of what are commonly called anaesthetic agents, and the government of the 
United States has 'been, and is, in the enjoyment of said discovery in the military and 
naval service ; and whereas, it is established that the discovery was made by some one 
of the three persons following, to wit, William T. G. Morton, Charles T. Jackson, each 
of Boston, and Horace Wells, of Hartford, deceased, but it does not appear to the satis- 
faction of Congress which of these parties was the original, true, and first discoverer 
thereof; and whereas, Congress is willing to provide a recompense for such discovery, 
when ascertained," and then the amendment proceeds to provide a recompense of 
$100,000, and refers the question of discovery to the Circuit Court, in and for the 
Northern District of New-Tork, with a variety of regulations not material to be hero 
repeated. It is sufficient to say that the amendment was carried by a vote of 26 in the 
affirmative to 23 in the negative. The bill was then sent to the House for concurrence 
in the amendment, and the same was there rejected, and finally lost. 

While Morton was in Washington in pursuit of this object, his expenditures were 
understood to be very lavish. He took possession of one of the committee-rooms at the 
House, and there and elsewhere proffered to members, both actual and lobby, a profuse 
hospitality. Champagne, segars, and oyster-suppers abounded, and the idea seemed to 
be entertained that such seductive influences would aid powerfully his contemplated 
foray on the Treasury. The undersigned must not be understood in making this state- 
ment, to speak of his own personal knowledge, but merely of what was currently reported, 
and generally believed. Being well assured that Morton was as destitute of property 
as his pretensions were of merit, it was for a long time a profound mystery to the under- 
signed where he could have obtained the means to sustain so much profusion. But ere 
long the vail was withdrawn, and the transaction stood revealed to the world in its true 
character. 

W. S. Tuckerman, Treasurer of the Eastern Railroad Company, was detected as a 



Wl INTRODUCTION. 

defaulter early in the summer of 1855. It turned out on investigation, that he had 
robbed his employers of little short of a quarter of a million of dollars, and that no less 
than $50,000 of the amount had gone into the hands of Morton in connection with this 
appeal to Congress— whether by way of purchase of an interest, or on some other tenns, 
did not appear. Tuckerman, in the fall of that year, was prosecuted for embezzlement, 
and on the trial Mr. Benjamin T. Reed was introduced as a witness, and testified that 
Tuckerman came to him and confessed his crime, and among other things said he had 
let Morton have a part of the money. Witness said : " He begged me to keep tho 
name " (Morton) " secret, as " (if known) " it would prevent him from getting the 
money. 1 said I did not see how he could keep it secret. When I asked him if the 
amount was more than $5000, he said it was more. I went as high as $20,000. In 
each case before reaching that sum, when I asked him, he said it was more. I had my 
fears it was more, but I do not recollect he said it was more than $20,000." At a sub- 
sequent period of the trial the same witness testified that Tuckerman "thought ft im- 
portant that the name of Dr. Morton should be kept secret, as he " (Tuckerman) " ex- 
pected a large sum of money from that quarter, if confidence was not violated." On 
being cross-examined the witness said : " I understood his object in making this request 
was, that the exposure might not affect the action of Congress. He said the Secretary 
of War had assented to tho payment of $50,000. Dr. Morton's name was tho only one 
he then used. I supposed from his manner that the sum loaned," (meaning to Morton,) 
" was larger than he stated." On the same occasion Mr. Hooper was called as a wit- 
ness, and testified : " He" (Tuckerman) " next spoke of advances to Dr. W. T. G. Morton 
to assist him in securing a patent at Washington, or in obtaining reward from the govern- 
ment for his invention of Ether. He was surprised to find, by consulting his book, how 
much this amounted to. Dr. Morton, he said, was about to receive $100,000 from the 
government for his invention." 

Soon after the detection of Tuckerman, the stockholders of the Railroad Company had 
a meeting, and appointed a Committee of Investigation, whose report, dated July 30th, 
1855, is now before tho undersigned. They found the aggregate amount of his embez- 
zlements to be $245,103.25 I and that he had property and assets to the amount only 
of $59,444, leaving a balance of $185,608.25, for which no provision could be made, 
and which must therefore be a total loss to the Company. On pages 23 and 24 of the 
report may be found a statement of the objects or purposes to which Tuckerman had 
applied his plunder, and among them this curious item appears : 

An investment of a kind and character which we are advised by the 
Counsel of the Corporation can not be disclosed, even to us, without 
prejudice to the interests of the Company, and from which we are as- 
sured, and have reason to believe, tJie Company may yet derive great 
benefit, involved, as Mr. Tuckerman declares, in an expenditure of $50 000 1 

It will not take a very sharp pair of spectacles to read under this verbiage the name 
W. T. G. Morton. It will not be difficult to find in these developments a true symmetry 
between the pretensions of Morton in their essential elements and characteristics, and 
the measures adopted to obtain for those pretensions the sanction of Congress, at a cost 
to the Treasury of $100,000. Tuckerman was surprised, on consulting his books, to 
find how much he had advanced to Morton. Probably he was not, after robbing the 
U. S. Mail several times, very much surprised to find himself (as he has recently) at the 
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Connecticut State's Prison at Wethersfield. "What an admirable fitness was there in the 
selection of such a financier to respond to lobbying exigencies at Washington ! 

"We have, in the facts alluded to, an explanation of another mystery, and that is, why 
Morton has not persisted in his solicitations at "Washington, particularly as, according to 
Tuckerman, the Secretary of "War was prepared to countenance an appropriation of 
$50,000. The reason may be found in the fact that every cent which he might thus 
obtain would have to be handed over to the Eastern Railroad Company, to supply (in 
part) a sad vacuum in their exchequer, made in the manner already explained. Hence 
Morton fully determined to " put money in his purse," has turned from Congress to the 
public, and is now appealing to the humane, the generous, and the affluent, to recognize 
him as the author of Anaesthesia, and to reward him as such with a munificent token 
of their gratitude and esteem. 

It is submitted, that Morton has no moral right to one penny to be derived from his 
pretensions, even though those pretensions be deemed genuine : all is pledged to the 
Eastern Railroad Company. To pass by the Representatives of the People, and to address 
his solicitations to the people themselves, (thus ousting the Company of all beneficial 
interest,) is a mean artifice or subterfuge, such as no man of honor can either practice or 
approve. Whether Morton should succeed in such an undertaking, let the public judge 
in view of these and other facts disclosed in the subjoined papers. 

The reasons which called out this publication now appear. Morton had resorted to 
unusual and extraordinary measures to carry his case through the two Houses of Con- 
gress, and among them that of causing to be printed and published a paper which pur- 
ported to be a report in his favor of the select Committee of the House, and which had 
never, in fact, been submitted to that body, was not the least exceptionable. The 
undersigned declares that during fourteen years' service in Congress he never knew or 
heard of any thing of the kind before, and he can not for a moment believe that a step so 
unusual and improper was sanctioned by the Honorable Chairman of the Committee» 
(Gov. Bissell of Illinois,) than whom there is not a more honorable or just man on earth. 
Indeed, we have no other assurance that the Committee ever agreed on a report in favor 
of Morton, or if they did, that he has caused it to be printed correctly, than what is to 
be derived from his character for rectitude ; and those who choose to rely on that, can. 

But in view of these facts, the friends of Dr. Wells found it necessary to be on the 
alert, and immediately after the close of the first session, embarked in the business of 
collecting the testimony requisite to establish his case. Numerous depositions, full and 
explicit, from men of the highest standing and character, were taken, and forwarded to 
the undersigned early in the Second Session, to be laid before Congress, but the com- 
mittee of the Senate having decided to recommend a reference to the judicial tribunals 
of the country, the testimony was not used. 

Out of the city of Hartford, little was known of the claims of Dr. Wells, except by a 
few eminent surgeons in New- York and elsewhere, and next to nothing of the irrefra- 
gable proofs by which those claims could be sustained. It seemed to the undersigned 
that something should be done to bring the case of Wells to the knowledge of the public, 
and to prevent its being pre-judged in favor of Morton. Hence he was induced in the 
midst of the perplexities, anxieties, and pressing engagements of a short session, to draw 
up this paper, and he now re-submits it for the information of all who desire to know 
the truth. 

The undersigned would be sorry to have the idea entertained for a moment that he 
narbors any disposition to do injustice to W. T. G. Morton. He has not the slightest 
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pecuniary interest in the subject, and never has derived, nor expects to derive, a penny of 
advantage from the case of Dr. Wells. Ho would scorn to make merchandise of those 
sentiments of humanity, and that love of justice, rectitude, and truth which he hopes ever 
to cherish. He regards the discovery of Anaesthesia as a high honor to our country 
and a blessing to the age in which we live, and he feels that whatever rewards are to be 
awarded to it, should redound to the benefit of the real author. He verily believes that 
that man can only be found by resorting to the grave of Horace "Wells. Read I ponder I 
judge ! Truman Smith. 

New- York City, September 8th, 1858. 



AN EXAMINATION 



OF THE 



QUESTION OF ANESTHESIA, 



MEMORIAL OF CHARLES THOMAS WELLS, 



To a Select Committee of the Senate of the United States, of 
which Hon. Isaac P. Walker is Chairman. 



It is admitted every where that to our country is due the high 
honor of having discovered and applied the means by which thrr 
human system can be safely and certainly rendered insensible to 
pain under surgical operations. These means are denominated 
"Ancesthetic Agents" and the state to which the system is reduced 
by their application is called "Anaesthesia" This discovery ha? 
been received with great eclat throughout the civilized world, ancl 
is universally regarded as a priceless boon to humanity. 

While there can be no doubt that the attainment of an object of 
such vast importance will ever constitute one of the brightest pages 
of American scientific history, and while the learned of Europe are 
unanimous in according to the Western Continent the conception 
and development of ideas so novel and marvellous, yet, unfortu- 
nately, a controversy has arisen among ourselves in regard to the 
authorship of this great achievement. 

By the references of the Senate, the question is presented to this 
Committee, Who of three citizens may justly be regarded as the 
originator of "Anaesthesia" and a public benefactor ? Who first 
conceived the idea of paralyzing the nerves of sensation, resorted 
to means adequate to that end, and by application and experiment 
demonstrated that it was attainable ? 
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It is apparent from the papers before the Committee, that there 
are three competitors for this high distinction. They are Charles 
T. Jackson, and William T. G. Morton, both of Boston, Massachu- 
setts, and Charles Thomas Wells, in the name of his father, Horace 
Wells, late of Hartford, Connecticut, deceased. It is confidently 
alleged by each that he first discovered and brought into practical 
use an adequate anaesthetic agent, and that on him should be con- 
ferred the honors and rewards which may be properly accorded to 
such an important discovery. 

Before we proceed to examine, compare, and estimate the proofs, 
with the view to an enlightened appreciation of the question before 
us, it is indispensable that we should form a just conception of what 
constitutes a discovery, in respect to this and other analogous sub- 
jects. 

It is believed to lay the foundation for just pretensions, it is in- 
dispensable that the party should have formed a distinct conception 
of Anaesthesia, and should have at least substantially attained that 
end by good and satisfactory means. If to both of these elements 
he can add also that of priority, he must be regarded as the true 
discoverer, and his position as such will appear the stronger if he 
has given early and full publicity to his experiments. 

A party can be entitled to no consideration, whose efforts have 
gone little beyond speculation, and who has not developed the lead- 
ing idea, by application or use, or when the application has been of 
so imperfect a character as to indicate that he had formed no just 
conception of its practical bearing and value, or of the element or 
elements with which he has been dealing. Nor can a party who 
first carried useful or important ideas, like those of Anaesthesia, into 
practice, be denied the honors of discovery merely because others 
preceded him in speculation ; and particularly is this true where we 
have every reason to believe that the speculation was wholly un- 
known to the modern experimenter. Nothing is more common 
than to find, in the history of science, all or some of the leading 
elements of a great discovery adverted to, and stated with more or 
less precision. Sometimes one investigator will contribute one of 
these elements, and another a modification of that element or a 
different one, until, at length, some party more acute, sagacious 
and observing, or, perhaps, more fortunate than his predecessors' 
will, from premises furnished (at least) in part by others, arrive as 



by a flash, at some great result, and announce a discovery of start- 
ling magnitude, and deeply concerning the welfare of mankind, 
which has lain, for years, along the pathway of science. 

Nor is it necessary to constitute a true discoverer in respect to 
any matter of nature or art, that he should have resorted, in the 
first instance, to the best means of development or use. The whole 
history of discovery and invention proves that nothing is more 
common than for one person to seize hold of some novel idea, sus- 
ceptible of useful application, and to bring it forward by an agency 
competent to demonstrate its value and to arrest public attention, 
and then that many other minds, active, ingenious, and inventive, 
should be directed into the same channel of inquiry, pursuing the 
object proposed by the original discoverer or inventor with vigor 
and success, suggesting improvements, contriving substitutes, and 
introducing new agents, which carry the discovery, invention, or 
art, far beyond the point at which it was left by the real author 01 
the movement. 

Unless these principles be admitted, it would be impossible to do 
justice to any great public benefactor. The memory of Fulton, 
who -applied the steam-engine to the propulsion of vessels, and of 
"Whitney, who invented the cotton-gin, would be cast into the 
shade. 

It will be recollected that this is not a question of patent rights, 
where not only the primary inventor, but also the secondary, is 
each entitled to precisely what he invented. The first, for instance, 
to the machine, and to that only which he invented as an agent to 
apply some principle, and the latter to any improvement in that 
machine, or to an entirely different machine or agency, by which the 
same principle is made available in another and perhaps a better 
form. But it is a question of public benefaction, to be acknow- 
ledged by a national reward, bestowed on the party who may 
fairly be deemed the author or originator in a practical sense of 
Anaesthesia. Mere experiments of verification, substitution, or im- 
provement, can not rise to the dignity of original discovery. If it 
were otherwise, there could be no end to the pretensions that would 
be urged on Congress. The necessity of adopting this rule needs 
no other illustration than what arises out of the subject before us. 
If we assume that nitrous oxyd gas was the first anaesthetic agent 
applied, then it would appear that no less than five substances have 
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been used as substitutes for that agent, namely, the vapor of sul- 
phuric ether in the first instance, by Wells and Marcy, at Hartford, 
and afterwards by Jackson and Morton, at Boston ; chloroform by 
Prof. Simpson, at Edinburgh, chloric ether by Prof. Warren at Bos- 
ton ; bromohydin ether by M. Eobin, at Paris ; and ter-chlorine of 
carbon by whom is to me unknown. 

Are all the authors of these substitutes, or rather of their appli- 
cation, to be considered public benefactors, or is it that one to be 
selected whose agent should, under all the circumstances, be deemed 
the best ? If so, then he would be liable to be ousted from his po- 
sition by a subsequent discovery of a better agent, and thus he who 
is a public benefactor to-day, may cease to be one to-morrow. Any 
other rule would involve us in an interminable controversy touch- 
ing the comparative value of different agents, as to which there 
would probably be as many opinions as there are practitioners of 
Anaesthesia. Besides, if the question is to be settled by the superi- 
ority of this agent over the other, then both Jackson and Morton 
must be driven from the field, as sulphuric ether has been every 
where superseded by chloroform and chloric ether ; and Simpson, 
of Edinburgh, who first applied the former, and Warren, of Boston, 
the latter, one or both, must carry off the palm. 

That the solution of this controversy should turn on the princi- 
ples here developed, will appear from a letter which has been ad- 
dressed to me by the learned Professor Mutter, as follows : 



Letter from Professor Thomas D. Mutter, of the city of 
Philadelphia. 

" Philadelphia, December 31, 1852. 
" My Dear Sir : With every desire to aid you in your praise- 
worthy efforts to award the honor of the discovery to him who best 
deserves it, I have carefully examined into the history of Anaesthe- 
sia, and regret to say that my investigations have resulted in the 
establishment of the fact that both Beddoes and Davy suggested, 
and even used, nitrous oxyd gas with a view to this effect, long be- 
fore Wells claims to have made the discovery. The experiment 
it is true, attracted but little notice, and was soon forgotten by the 
profession generally, and to America really belongs the honor of 



having brought to light the immense value of anaesthetic agents in 
the treatment of painful diseases or the performance of surgical 
operations. The question then presents itself, Who first revived the 
experiments of Beddoes and Davy, and brought the measure into 
general use ? I use the word ' revived,' because I hold that no ex- 
periment of verification performed by another can deprive him 
who first suggested the induction, and presented the process of 
verification, of the honor of original discovery. This position is 
sustained by the highest authorities in inductive science, and by 
numerous precedents. 

" Now if it can be shown that Mr. Wells (I do not say that he 
did, as this is a question of which I know nothing positively) first 
demonstrated usefully and practically the fact that operations can 
be performed without pain, in consequence of the inhalation by the 
individual of some gaseous substance like nitrous oxyd gas or the 
vapor of ether, then beyond all question is he entitled to the honor 
and reward of having established one of the most valuable facts in 
the science of surgery. But he must still be considered only in the 
light of one who verifies the suggestion of another. 

" The subsequent introduction by others of agents of a similar 
character, even although more efficient than those first employed, 
does not at all diminish his claim to having established the great 
fact. If this were so, then might Dr. Simpson, of Edinburgh, who 
first employed chloroform, or Dr. Warren, of Boston, who suggested 
chloric ether, or Mr. Eobin, of Paris, who invented bromohydin 
ether, claim equal honor with him who first suggested the measure 
of Anaesthesia. 

" It appears to me, therefore, that the controversy should not 
turn upon the positive discovery of the measure in question, but 
rather upon the priority of establishing the induction by experi- 
ment. 

" Hoping that in your wisdom the right maybe made to prevail, 
I remain with high respect and consideration, yours, etc., 

" Thos. D. Mutter. 

" Hon. Truman Smith." 



The question, then, is, Which of these parties was the first to con- 
ceive the idea of making Anaesthesia practical, and the first to pro- 
secute that idea by experiment to a successful result, he at the same 
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time giving full publicity to both the one and the other ? The ne- 
cessity of rigidly applying the rules adverted to by Professor Mutter 
to the case before us, and of excluding the pretensions of all those 
who only trod in the footsteps of the original experimenter, even 
though they aided in perfecting the new art by the introduction of 
superior agencies or improved processes of administration, must be 
apparent to every one who has any knowledge of the substances 
used, or who will attend to the proofs before the Committee. The 
truth is, that those substances, or rather two of them, namely, 
nitrous oxyd gas and sulphuric ether, have long been known to the 
world, and have been nearly as long inhaled. They were known 
alike to deaden sensibility, occasion exhilaration, and to produce 
substantially the same effects on the human system. No one of 
these parties pretends to have changed the character of these sub- 
stances, or to have combined with them any new element, causing 
them to produce a new effect. The administration was, as to both, 
by inhalation, long practised and familiar to the world. Hence, on 
its being ascertained that one of the substances would paralyze the 
nerves of sensation, the inference would instantly arise in every 
well-informed mind, that the other would produce the same effect. 
To resort to one in place of the other would be a very humble effort 
of substitution, and would not require ingenuity, sagacity, or acute- 
ness — in short, nothing but slender powers of observation and com- 
parison. It is absurd to consider such a substitution as a high effort 
of genius, worthy of national recognition and reward. The posi- 
tions here assumed can be abundantly sustained by evidence before 
the Committee, as follows : 



Extract from the Deposition of Professor Abner Jackson, of 
Trinity College, Hartford, Connecticut. 

" I further say that I had previously witnessed the influence of 
sulphuric ether upon the human system ; and I know that the effect 
was very similar to that produced by the nitrous oxyd gas. It 
causes the same insensibility, but less exhilaration. On beino- in- 
formed that nitrous oxyd gas would render the human system in- 
sensible under surgical or dental operations, any one well acquainted 
with the two substances would infer that ether might, and probably 
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would, produce the same effect as gas. In my judgment, the whole 
merit of the recent discoveries on this subject consists in finding out 
that there was in nature an agent that would produce this effect. 
And then the application or use of analogous agents would follow, 
of course. The person who first applied either nitrous oxyd gas, 
sulphuric ether, or chloroform, should, in my opinion, be regarded 
as the true discoverer, inasmuch as the use of the others would be 
a natural sequence. I declare my unhesitating belief that Dr. "Wells 
was the first person to discover that one of these agents, to wit } 
nitrous oxyd gas, would produce the effect indicated." 



Extract from the Deposition of Professor Willard Parker, of the 
city of New- York. 

" While an academical student at Cambridge (Mass.) I became 
acquainted with the influence and effect of nitrous oxyd gas upon 
the human system. In the spring of 1831, during the course of 
public lectures in the Vermont Medical College (then the clinical 
school of medicine) at Woodstock, Yermont, the students of my 
class, after having used nitrous oxyd gas, prepared for them by the 
Chemical Professor, took up the use of sulphuric ether, and they 
were in the habit of making themselves intoxicated and insensible 
by its inhalation. I finally checked them in the employment of 
the ether, fearing deleterious effects. 

" I further say that I then observed that the operation and influ- 
ence of the above agents, when inhaled, were very similar. It has 
long been known that nitrous oxyd gas, sulphuric ether, chloric 
ether, and like substances, would produce intoxication and even in- 
sensibility, but it was not known that these agents could be so em- 
ployed as to suspend all sensibility during surgical operations, and 
that too with safety, until the discovery of the late Horace Wells. 
I further say, it being known that nitrous oxyd would produce An- 
aesthesia in surgical operations, it would suggest to any one having 
any knowledge of the two substances, that sulphuric ether would 
produce the same effect, and the substitution of the ether for the 
gas does not, in my opinion, merit the name of discovery. The 
merit should, in my judgment, be awarded to the man who first 
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applied either of these agents for anaesthetic purposes, and I am 
very confident and strong in the opinion that that man was the late 
Horace Wells, of Hartford." 



Extract from the Deposition of Professor John W. Francis, of the 
city of New- York. 

"At an early period of my medical career I became acquainted 
with the fact that several agents, as the nitrous oxyd gas, chloric 
ether, and other intoxicating substances, were capable of producing 
on the human constitution diminished sensibility, but Anaesthesia, 
as now practised, is of much more recent date — and I fully believe 
that the anaesthetic principle, by inhalation of gaseous substances, 
in surgical and other operations, was introduced and established 
first by the late Horace Wells. The well-known sedative effects 
of sulphuric and other ethers might readily suggest to the scientific 
mind their substitution for the nitrous oxyd gas, and the applica- 
tion of any one of these agents might be fairly recognized as the 
primary discovery." 



Extract from the Deposition of Richard S. Kissam, M.D., of the 
city of New-York. 

After stating that he was a member of Washington, now Trin- 
ity College, Hartford, Ct., during the years 1826-27, Dr. Kissam 
proceeds as follows : 

" When in Washington College I frequently inhaled, and saw 
others inhale, the nitrous oxyd gas and the vapor of sulphuric ether. 
The effects on the mental manifestations and in the abolition of 
sensation were so similar as to render them almost identical as 
pharmaceutical agents ; if any preference was observed, the nitrous 
oxyd appeared the most efficacious anaesthetic. And I further say 
that until the discovery of Horace Wells, late of Hartford, I did 
not know that any safe method was established for rendering the 
human system insensible to pain under surgical operations. 

" I further state, that in some visits to Hartford I became informed 
that the inhalation of nitrous oxyd gas was practised by Horace 
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Wells in surgical operations, and this was some time before the claims 
of Doctors Jackson and Morton were promulgated. These remi- 
niscences strongly impress my judgment in favor of the originality 
of Horace Wells as the discoverer of modern Anaesthesia. 

"This principle is now well established in surgical and obstetric 
practice. The agents are various, nitrous oxyd gas, sulphuric 
ether, chloric ether, chloroform, and some others not much used. 
In my opinion, he who first applied and was known to apply either 
of those agents for the above purpose, was the true discoverer of the 
principle, and is entitled to all the credit thereof. I truly believe 
that Horace Wells anticipated all others in the application of an- 
aesthetic agents." 



Extract from the Deposition of Isaac Hays, of the City of Phila- 
delphia, one of the Surgeons of the "Wills Hospital, and Editor 
of The American Journal of Medical Sciences. 

" When a student of medicine, I several times saw the nitrous 
oxyd gas exhibited, and observed its intoxicating and exhilarating 
effects on the system, and it was well understood at that time that 
sulphuric ether was used to produce similar effects. It was said 
that boys were in the habit of inhaling the ether for its exhilarating 
effects, and that the subject was adverted to in the papers of that 
time, and the boys were cautioned against its use as dangerous, but 
I believe that nothing was known of the anaesthetic effects of ni- 
trous oxyd gas or ether until within a few years — at least, they were 
not used to produce that effect. I further say that it being estab- 
lished that nitrous oxyd gas would produce anaesthetic effects, it 
would naturally suggest itself that sulphuric ether would produce 
the same effects, just as the establishment of the fact that sulphuric 
ether induced anaesthetic effects led to the trial of chloric ether, 
chloroform, ter-chloride of carbon, etc." 



Extract from the Deposition of Governeur Emerson, M.D., of the 
city of Philadelphia. 

"Early in my practice I saw the nitrous oxyd gas administered, 
and observed its effects upon the system. In the year 182-1 the 
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children and young people of this city took up the practice of in- 
haling sulphuric ether with the view to its exhilarating effects and 
for their amusement. The practice was very extensive, though 
chiefly clandestine. Two deaths from this cause were reported in 
that year to the Board of Health, and a considerable number were 
made sick. I myself had two patients who were rendered ill from 
the cause above named. There appears to be a great similarity in 
the immediate effects resulting from the inhalation of the two sub- 
stances. I have no knowledge that either were used for anaesthetic 
purposes until the last few years. And I further say that from the 
similarity I observed in the effects of the gas and the vapor of 
ether, were I informed that one of them when inhaled produced 
insensibility during the performance of surgical operations, I should 
naturally infer that the same effects might be expected from the 
other. Any merit for the discovery of Anaesthesia as now known, 
is, in my opinion, due to the one who first applied either of the 
agents for such purpose, it is immaterial which." 



There will be found in depositions by eminent physicians and 
surgeons, to be produced hereafter for other purposes, opinions in 
coincidence with those expressed above by Professors Francis, 
Parker, Jackson, and others, but we have enough to establish con- 
clusively the proposition that there is no merit in substituting 
sulphuric ether for nitrous oxyd gas, as there certainly would have 
been none in substituting the gas for the ether. The truth is, this 
whole process is nothing but intoxication by inhalation, and when 
it was found out that one of the substances paralyzed sensation, the 
inference that the other would have the same effect was no more a 
discovery than a conclusion from brandy to gin would be, were it 
ascertained that the same paralysis could be produced by imbibition 
or through the stomach. 

"We have, then, before us a mere question of priority ; and for- 
tunately, it is a question of fact in the simplest form — a question to 
which the mind of any plain, sensible person could address itself 
with entire success. 

It is claimed on the part of Dr. Wells that he established the 
practicability of Anaesthesia by causing one of his teeth to be ex- 
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tracted on the 11th of December, 1844, while he was under the in- 
fluence of the nitrous oxyd gas ; that he gave immediate publicity 
to the result ; that he followed it up by experiments of verification, 
introducing it into his own extensive practice, and inducing other 
dentists in Hartford to adopt it in theirs, making incessant efforts 
to disseminate a knowledge of the new art, introducing improve- 
ments in the manufacture of gas, his apparatus and process of ad- 
ministration, pursuing the subject with the utmost enthusiasm, and 
every where proclaiming that he would ere long convince the world 
that he had made a great discovery, and that within a brief space 
Anaesthesia, as introduced by him, would become universal in dental 
and surgical practice. 

On the part of Dr. Morton, it is not pretended he ever made an 
anaesthetic experiment until the 30th of September, 1846, nearly 
twenty-two months after Dr. Wells made his discovery, and after 
it had become public, and a subject of universal notoriety in Hart- 
ford. In his memoir to the Academy of Arts and Sciences at 
Paris, July, 1847, he admits that Dr. Jackson called his attention 
in the summer of 1844 to the sedative effects of ether by inhala- 
tion or direct application on the human system ; and he says : "I 
became satisfied that there was nothing new or particularly dan- 
gerous in the inhaling of ether, that it had long been the toy of 
professors and students, known as a powerful anti-spasmodic, ano- 
dyne, and narcotic, capable of intoxicating and stupefying when- 
taken in sufficient quantity." He then goes on to say that during 
that summer he spent two months at the residence of his father-in- 
law, in Connecticut, and experimented on the inhalation of this 
substance by birds and other animals with " no satisfactory results." 
Eeturning to Boston, he resumed in the fall of 1844 his profession, 
and did not renew his trials of ether until the summer of 1846 ; he 
then made several experiments by inhalation, first on two dogs, and 
finally on himself and one or two students ; but in no instance, 
according to his own account of the matter, did he try the anaesthetic 
properties of this substance, by the application of the knife or any 
other test, until the 30th of September. On that day, as he states, 
he inhaled the ether from a handkerchief, and became insensible. 
He adds : 

" Delighted with the success of this experiment, I immediately 
announced the result to the persons employed in my establishment, 
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and waited impatiently for some one upon whom I could make a 
fuller trial. Towards evening, a man (Mr. Eben Frest) residing in 
Boston, whose certificate is in the appendix, came in, suffering 
great pain, and wishing to have a tooth extracted. He was afraid 
of the operation, and asked if he could be mesmerized. I told him 
I had something better, and saturating my handkerchief, gave it 
to him to inhale. He became unconscious almost immediately. It 
was dark, and Dr. Hayden held the lamp, while I extracted a firmly- 
rooted bicuspid tooth. There was not much alteration in the pulse, 
and no relaxation of the muscles. He recovered in a minute, and 
knew nothing of what had been done to him. He remained for 
some time talking about the experiment, and I took from him a 
certificate. This was on the 30th of September, 1846. This I 
consider to be the first demonstration of this new fact in science. I 
have heard of no one who can prove an earlier demonstration. If 
any one can do so, I yield to him the point of priority in time." 

Whether Dr. Morton was justified in asserting, as he did to the 
Academy, that he had heard of no earlier demonstration of the new 
fact, as he calls it, or whether he was ignorant of the previous ex- 
periments and success of Dr. Wells, is a question which will be 
considered hereafter. But it is satisfactory to find him willing to 
have his pretensions turn on the question of priority. It remains 
to be seen whether in yielding that point he has not yielded the 
whole controversy. 

On the part of Dr. Jackson, it is claimed that he conceived the 
idea of Anaesthesia as early as the winter of 1841^12. He alleges 
that he then accidentally inhaled some chlorine gas, which greatly 
inflamed his throat and lungs ; and that to alleviate the pain he 
resorted to the vapor of sulphuric ether, which gave him great re- 
lief. In giving an account of this transaction, he says : 

" At first the ether made me cough, but soon that irritability 
ceased, and I noticed a sense of coolness, followed by warmth, 
fullness of the head and chest, with giddiness and exhilaration. 
Numbness of the feet and legs followed, and a swimming or float- 
ing sensation as if afloat in the air. This was accompanied with 
entire bss of feeling, even of contact with the chair in which I was 
seated. I noticed that all pain had ceased in my throat, and the 
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sensations which I had were of the most agreeable kind. Much 
pleased and excited, I continued the inhalation of the ether vapor, 
and soon fell into a dreamy state, and then became unconscious of 
all surrounding things. I know not how long I remained in that 
state, but I suppose it could not be less than a quarter of an hour, 
judging from the degree of dryness of the cloth, which during this 
State of unconsciousness, had fallen from my mouth and nose and 
.Lay upon my breast. As I became conscious, I observed still there 
was no feeling of pain in my throat, and my limbs were still deeply 
benumbed, as if the nerves of sensation were fully paralyzed. A 
strange thrilling now began to be felt along the spine, but it was 
not in any way disagreeable ; little by little, sensation began to 
manifest itself, first in the throat and body, and gradually extended 
to the extremities, but it was some time before full sensation re- 
turned, and my throat became really painful. 

" Eeflecting upon these phenomena, the idea flashed into my 
mind that I had made the discovery I had been for so long a time in 
quest of — a means of rendering the nerves of sensation temporarily 
insensible to pain, so as to admit the performance of a surgical 
operation on an individual without his suffering pain therefrom." 

Dr. Jackson insists that he never lost sight of this idea, but oc- 
casionally mentioned it to different individuals down to the fall 01 
1846, when he communicated it to Dr. Morton ; gave him full in- 
structions for the administration of the ether, and assumed the whole 
responsibility. On this hypothesis Dr. Morton is to be deemed 
merely an instrument in the hands of Dr. Jackson, and is entitled 
to no credit whatever. But whether the experiment of the 30th be 
deemed an emanation of the mind of the one or the other, Dr. Jack- 
son does not pretend any more than Morton, that he made any 
practical use of his ideas before that date ; that he caused any 
dental or surgical operation to be performed under the effect or in 
fluence of any anaesthetic agent, or made an avowal of the fact, or 
gave publicity to his discovery in any form. How far considera- 
tions such as these should invalidate the pretensions of Dr. Jackson 
to discovery prior to September 30th, will be considered hereafter. 

Having thus presented, in terms as brief as possible, the claims 
of the respective parties, the question arises, Whether Dr. Wells 
did, in truth, and in fact, make Anaesthesia practical early in De- 
2 
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cember, 1844 ? Did lie undertake to render the system, by inhala- 
tion of some gaseous or vapory substance, insensible to pain un- 
der dental or surgical operations ; and did he succeed in the at- 
tempt? This, like other questions of facts, must be settled by 
proofs, and, fortunately, those before the Committee are alike am- 
ple and satisfactory. Not a doubt can, it is believed, be enter- 
tained by any one who will give the subject a candid examination. 
These proofs may be conveniently arranged under the following 
heads : 

I. First conception of the idea of Anaesthesia by Dr. Wells, 

AND VERIFICATION OF THAT IDEA BY AN EXPERIMENT ON 
HIMSELF. 



Deposition of Linus P. Brockett, M.D., Hartford, Connecticut. 

" I, Linus P. Brockett, of the city and county of Hartford, and 
State of Connecticut, of lawful age, depose and say, that I am 
by profession a physician and surgeon ; I have resided in this city 
since December, 1846. In the year 1840, 1 resided here from March 
or April, till the first day of September, when I left to attend a 
course of medical lectures in New-Haven, in this State. 

" I knew the late Dr. H. Wells, of this city, intimately at the 
period last mentioned, and was in the habit of calling at his 
office frequently, as well to see Dr. Wells as a friend of mine — 
since deceased — then a student in Dr. H. Wells' office. Early in 
the spring of 1840, I had a large molar tooth extracted by Dr. 
Wells, which caused me much pain, as my teeth are firmlyset. 
Some time in the summer following, namely, in 1840, in the month 
of July or August, I called at Dr. Wells' office and found him en- 
gaged in some experiment, which led to a conversation between 
Dr. Wells and myself respecting nitrous oxyd gas. Dr. Wells 
first spoke of the gas, and inquired of me if I had seen it ad- 
ministered. I replied that I had seen two or three persons inhale 
this gas, and described the effects upon them under its influence. 
We conversed upon this subject for some time, and Dr. Wells 
remarked that he believed that a man might be made so drunk 
by this gas or some similar agent, that dental and other opera- 
tions might be performed upon him without any sensation of pain 
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on the part of the patient. And Dr. Wells added, that if we 
could make this experiment work, he should be able to extract a 
tooth for me without so much pain as the last operation caused 
me. 

" Dr. Wells' mind seemed to me at the time to be impressed with 
the idea that some discovery would yet be made to prevent pain in 
dental operations. 

" I am confident that the conversation took place in 1840, because 
I left the city in September following, and never saw Dr. Wells 
again till after my return to Hartford in December, 1846. In con- 
sequence of the conversation spoken of above, I have no doubt, 
and never entertained a doubt, that Dr. Wells was the true, ori- 
ginal discoverer of an anaesthetic agent. I never heard any one in 
this city doubt Dr. Wells' priority in this discovery ; though I have 
had many and frequent conversations on the subject. I have never 
heard the name S. A. Cooley, in relation thereto, mentioned. 

"Dated at Hartford, the 15th day of January, 1853. 

"Linus P. Brockett." 
State of Connecticut, ) 
County of Hartford, f 

Hartford, January 15, 1853. 
The above-named Linus P. Brockett, to me known, personally 
appeared, and made oath that the foregoing affidavit, by him sub- 
scribed, is true. 

Before me, 

Henry L. Eider, Notary Public. 



Extract from the deposition of David Clarke, of the city of 
Hartford, Connecticut. 

" During the winter of 1844—45, I attended an exhibition in 
Union Hall, in this city, (Hartford,) given by Mr. Colton, of what 
was called laughing-gas. It was administered to a number of 
young men, one of whom became much excited, and hit his limbs 
against the seats — those seats were placed to protect the audience 
from those who took the gas. It was remarked by a number of 
persons present, that he would hurt himself. When the influence had 
passed off, Dr. Wells, who stood near me, asked him if he had not 
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hurt himself. He replied, No, not as I know of. Dr. Wells said, 
You must have done so, for you hit yourself against the benches. 
Almost immediately the young man pulled up his pants, and 
the blood was running down his limbs. The young man re- 
marked, I did not feel any pain at the time. Wells turned to me 
and said: I believe a man, by talcing that gas, could have a tooth ex- 
tracted or a limb amputated, and not feel the pain. I told him I 
thought not. Some time, a month or two afterwards, I was in the 
office of Dr. Riggs, of this city, to have some dental work done, 
and Dr. Wells came in and said he had tried the gas ; Dr. Riggs 
administered it to me, and extracted for me a large tooth without 
the least pain. 



Extract from the Deposition of Elizabeth Wells, of Hartford, 
Connecticut. 

" That I am the widow of Horace Wells, surgeon-dentist, late 
of said city of Hartford, deceased. We were married on the 9th 
day of July, A.D. 1838. We had one child, a son, now living, 
named Charles Thomas, who is now thirteen years of age. Dr. 
Wells, my husband, was a native of New-Hampshire, and settled 
in said Hartford, as a dentist, some two years before our mar- 
riage. He had a large, extensive, and lucrative practice, which he 
pursued for several years, until he was obliged to abandon it 
on account of ill-health. He possessed an inquiring mind, and 
was in the habit of making experiments, particularly on subjects 
that had a bearing on his profession. For some months previous 
to the delivery of a course of chemical lectures by Mr. Gr. Q. 
Colton, in the city of Hartford, December, 1844, Dr. Wells had 
turned his attention to the discovery of some means of rendering 
the human system insensible to pain under dental and surgical 
operations, and made several experiments in mesmerism with 
reference to that object. Towards the close of Mr. Colton's course 
of lectures, I went with my husband to witness an exhibition of 
the effects of inhaling nitrous oxyd, or laughing-gas. It was in 
the evening, at Union Hall, in this city. My husband and several 
others took the gas in my presence, the effect of which on the 
parties occasioned much amusement to those present. When 



21 

•we came out of the lecture to return home, I reproached my hus- 
band for taking the gas and making himself ridiculous before a 
public assembly. He replied to me that he thought it might be 
used in extracting teeth, and in surgical operations, so as to pre- 
vent pain ; and said he meant to try the experiment on himself 
the next day. And accordingly, he took the gas and had a tooth 
extracted the next day, and declared that he did not experience any 
pain. It was a wisdom tooth, and had troubled him a consider- 
able length of time." 

Extract from the Deposition of John M. Riggs, Dentist of Hartford, 

Connecticut. 

" That I settled in Hartford as a surgeon-dentist in the fall of 
1842, but I resided here two years before that, engaged in teaching 
and studying dentistry, and have ever since resided in said 
Hartford, in the practice of my profession. I was intimately ac- 
quainted with the late Dr. H. Wells, who occupied an office im- 
mediately adjoining my own, and I was in the habit of daily and 
familiar intercourse with him. We were particular friends. In 
the month of December, 1844, Mr. Gr. Q. Colton delivered a course 
of lectures in this city, on which occasion he exhibited the nitrous 
oxyd, sometimes called ' laughing-gas.' , On the evening of the 
10th of said December, Dr. "Wells came into my office after Mr. 
Colton's lecture, and said that he and others had taken the above 
gas; and remarked that one of the persons had injured himself, 
and stated, after recovering from the effects of the gas, that he 
did not know at the time that he had sustained such injury. Dr. 
Wells then said : ' He did not feel it ; why can not the gas be used 
in extracting teeth ?' A long discussion then followed between 
Dr. Wells and myself upon that subject, the result of which was, 
Dr. Wells concluded to try on himself, on the ensuing day, the 
experiment of having a tooth extracted while under the influence 
of this gas. He said he had a tooth that occasioned him some 
inconvenience, and he would take the gas and have the tooth 
extracted, if I would perform the operation. And I agreed to do 
so the next morning, remarking that it would be fair to com- 
mence the experiment upon ourselves. Accordingly, the next 
morning Dr. Wells came with Mr. Colton and his bag of gas to 
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his, Dr. Wells' office, and called me in. There were present, 
besides Dr. Wells and myself, Mr. Colton, Mr. Samuel A. Cooley, 
and some others, whose names I can not now recall. Dr. Wells, 
after seating himself in the operating-chair, took the bag and in- 
haled the gas, and after he had been brought sufficiently under its 
influence, he threw back his head, and I extracted the tooth. It 
was a large molar tooth, in the upper jaw, such as is sometimes 
called a "wisdom tooth." It required great force to extract it. 
Dr. Wells did not manifest any sensibility to pain. He remained 
under the influence of the gas some time after, and immediately 
upon recovering from it, he swung his arms and exclaimed : 'J. 
new era in tooih-pulling P He remarked he did not feel any pain 
from the operation." 



Deposition of G. Q. Colton, of the city of New- York. 

" I, Gardner Q. Colton, of the city, county, and State of New- 
York, of lawful age, having been duly cautioned and sworn, de- 
pose and say, that in the month of December, A.D. 1844, I de- 
livered, in the city of Hartford, in the State of Connecticut, a 
course of lectures on chemistry and natural philosophy. I believe 
the first lecture was delivered on the 10th of December, in the 
year aforesaid, but how many I delivered I can not now precisely 
say. I recollect to have administered the nitrous oxyd gas at one 
of the lectures, (which was in the evening, at Union Hall, in said 
city,) to Dr. Horace Wells, and other persons, whom I do not now 
remember. The succeeding day I was in the hall at work, pre- 
paring for my next lecture, when Dr. Wells came in and asked 
whether the gas would not produce insensibility to pain when the 
party under its influence was subjected to a dental operation. 
Although I had been in the constant habit of administering the 
gas for more than a year previous, such an idea had not occurred 
to me, and I replied that I had never thought of the subject, and 
could not express an opinion. He said that he was inclined to 
think it would, and was so far satisfied of the fact that he was 
willing to have the experiment tried on himself. He then 
requested me, when I again prepared the gas, to bring a bag of it 
to his office, for the purpose of having one of his teeth extracted. 
And accordingly on the same day, as I now think, I took a baa- of 



the gas to Dr. Wells' office, and he (Dr. Wells) went out and 
called in Dr. John M. Eiggs, a dentist near by. Dr. Wells sat 
down in a large arm-chair, took the bag into his hands, and 
breathed the gas till he became insensible, when Dr. Eiggs ex- 
tracted the tooth, which was a large double-tooth. Dr. Wells 
remained insensible a short time after the tootli was extracted, but 
on recovery he cried out, ' It did not hurt me more than the prick 
of a pin — it is the greatest discovery ever made,' and continued 
for some time similar exclamations, but what I can not precisely 
recollect. He seemed to be in very high spirits, and perfectly de- 
lighted with his discovery. He shortly after came to me to learn 
how to prepare the gas, and I give him full information on the 
subject. He wanted also that I should let him have necessary ap- 
paratus, saying that he wished to use this agent in his profession, 
but I could not furnish it for want of time, and advised him to go 
to Boston and obtain it. I soon after left Hartford, and did not 
hear any thing more of the subject, till I saw, a few weeks subse- 
quent, a paragraph going the rounds of the newspapers announc- 
( ing that Dr. Wells was extracting teeth without pain, and I stated 
on several occasions in connection with that paragraph, how and 
when the discovery originated. 
" Further the deponent saith not. 

" Gardner Q. Colton." 

Sworn to this 4th December, 1852, before me, 

A. 0. Kingslaxd, Mayor. 



On these proofs it will, it is believed, be proper to submit the 
following remarks : 

1st. It appears from the testimony of Dr. Brockett that the at- 
tention of Dr. Wells was turned to the subject of Anassthesia, and 
that he entertained the idea of applying nitrous oxyd for that 
purpose as early as the summer of 1840. His language was ap- 
propriate : "I believe a man may be made so drunk by this gas, 
or some similar agent, that dental or other operations may be 
performed on him without any sensation of pain." It thus appears 
that he preceded in speculation even Dr. Jackson, by more than 
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one year. It is fortunate that the absence of Dr. Brockett from 
Hartford, from September, 1840, to December, 1846, enables him 
to fix the date with certainty. 

2d. The statements of Dr. Brockett account for the rapidity dis- 
played by Dr. Wells in his inductions from the occurrences of Col- 
ton's lecture. The moment he perceived that the young man had, 
in fact, injured himself, and was not conscious of pain, the old idea 
which he had suggested to Dr. Brockett flashed on his mind. He 
instantly announced it to Mr. David Clarke, then present : "I be- 
lieve," said he, " a man, by taking that gas, could have a tooth ex- 
tracted or a limb amputated and not feel the pain." He repeated the 
same idea to Mrs. Wells on returning from the lecture, in response 
to her reproaches for taking the gas and making himself ridiculous 
before a public assembly. After seeing his wife home, he immedi- 
ately went over to the office of his friend, Dr. Biggs, and there 
propounded to him the same idea ; when, after a long discussion, 
he determined that he would cause the soundness of his views to 
be tested the succeeding day by an experiment on himself. Accord- 
ingly, the next morning he went to Professor Colton, and after some 
inquiries reiterated the same opinion, and again avowed a determina- 
tion to bring the matter at once to an issue, and made the requisite 
arrangements to that end. 

3d. There never was a case of the conception and originality of 
an important idea more fully proved than in the present. No less 
than four witnesses swear to it as an emanation of the mind of Dr. 
Wells, and of his alone, without taking into account the suggestion 
to Dr. Brockett at a much earlier date. 

4th. We have witnesses not only to prove its conception, but 
also its parturition, or, in other words, its verification by experi- 
ment. The statements of Mr. Gr. Q. Colton and Dr. John M. Rio-a-a 

o© ) 

(to say nothing of the testimony of Mrs. Wells,) are so full and 
precise as to exclude the possibility of cavil or doubt. Dr. Wells 
was brought fully under the influence of the gas ; the insensibility 
was complete, and continued until after the operation was finished- 
the agent was found adequate to the end proposed, and the experi- 
ment was successful in a high degree ; in short, all of Dr. Wells' 
anticipations were realized, and well might he exclaim on returning 
to consciousness : " A new era in tooth-pulling ; it did not hurt me 
more than the prick of a pin ; it is the greatest discovery ever made.' ' 
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5th. The proofs in favor of the success of Dr. Wells' first an- 
aesthetic experiment is much more full and cogent than that of Dr. 
Morton's in the case of Eben Frost. No less than three witnesses 
swear to the former, and only one (Dr. Hayden) was present to 
speak of the latter. The purpose of Dr. Wells to take the gas and 
have a tooth extracted, as avowed on the evening of the 10th and on 
the morning of the 11th of December, is proved by four witnesses ; 
and two (Eiggs and Colton) describe the administration of the gas 
on the 11th, and its effects, with much greater amplitude of detail 
than Dr. Hayden does the application of the ether to Mr. Frost; 
and yet there are those who reject the statements of the former as 
fabulous, while they yield to those of Morton and his single wit- 
ness an unhesitating confidence. It is believed we have displayed 
in such conduct more of the partisan than the sincere inquirer 
after truth. 

II. Dr. Wells, after realizing the truth of his theory, 

ENTERS IMMEDIATELY ON FURTHER EXPERIMENTS WITH THE MOST 
SATISFACTORY RESULTS, AND SOON INTRODUCES THE NEW SYSTEM 
INTO GENERAL DENTAL PRACTICE AT HARTFORD. 

It will be recollected Mr. Colton says that Dr. Wells, immedi- 
ately after the extraction of his tooth in the manner already stated, 
came to him for instruction as to the preparation of the gas, and 
also for the necessary apparatus, saying he intended to introduce 
this agent into his practice, or words to that effect. Mr. Colton 
gave him the requisite instructions, but advised him to go to Boston 
and obtain the apparatus. This testimony shows the high confi- 
dence which Dr. Wells had in the new agent ; but there is much 
other evidence to the same effect before the Committee. 



Further Extracts from the Deposition of Dr. Eiggs. 

After describing the experiment on Dr. Wells, and its success, as 
hereinbefore recited, Dr. Riggs proceeds thus : " We were so elated 
by the success of this experiment, that we immediately turned our 
attention to the extraction of teeth by means of this agent, and 
oontinued to devote ourselves to this subject for several weeks, 
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almost exclusively Dr. Wells continued to use 

the gas freely in the practice of dentistry during the remainder of 
that year and the year following, and at all times when he was in 
the practice of his profession. I, myself, also used it as people de- 
manded it, which they ordinarily did. 

" It was the subject of profound interest in Hartford, and at- 
tracted unusual public attention through the years 1845 and 1846. 
It was notorious here in the winter of 1844-5, and afterwards, that 
Dr. "Wells had made the important discovery, that the system could 
be rendered insensible to pain during dental operations. Dr. Wells 
was enthusiastic and sanguine in the pursuit of objects towards 
which he turned his attention, and was one of the most inoffensive 
men I have ever known. 

" He pursued his business with great ardor when able to do so, 
but was obliged occasionally to abandon it, owing to failure of 
health, but at no time did he abandon his claim to this discovery, 
or the use of it. During the intervals of interruption he referred 
his patients to me, and would bring them to my office and ask that 
gas might be given." 

" Several weeks elapsed after making the discovery, before Dr. 
Wells went to Boston, and during that time operations were many 
times performed upon the teeth by him and myself with this agent 
with the most salutary results, for we never had a failure, and the 
success was better than I have since had with ether or chloroform. 
I consider it a better agent on the whole than either of the others." 

" It was, I think, in the month of January next following the dis- 
covery, when Dr. Wells declared to me that it was his intention to 
introduce this agent to the notice of the medical faculty in Boston 
and New-York, with a view to its introduction into general sur- 
gical practice, and in a few days he started for Boston. On his re- 
turn he said he had tried the experiment in a single case, which 
had partially failed in consequence of his assistants withdrawing the 
bag too quickly. The students before whom the operation was 
performed hissed him, and the whole thing was received with ridi- 
cule. He seemed to be greatly wounded in his feelings ; beino- ex- 
tremely sensitive, he was rendered almost sick by it, and was greatly 
depressed. I know that Dr. Wells at all times claimed the dis- 
covery up to the time of his death, and was also much eno-ao-ed 
from and after the time that Dr. Morton's pretensions became known 
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to him, in "writing and publishing in defense of his right and in ex- 
perimenting with gas and ether, and finally with chloroform, on 
himself and others, with a view to see which was the best. And 
I further say, that nothing whatever was known of the anaesthetic 
effect of this or any other agent previous to Dr. Wells' discovery. 
Nor did I hear of any claim of Dr. Morton as being the discoverer 
of such an agent until about two years after the discovery of Dr. 
"Wells. And I verily believe Dr. Wells is the true and only dis- 
coverer of an anaesthetic agent, and the first to introduce it into 
practice." 

" I knew Dr. Morton when settled in the town of Farmington, 
Connecticut, in the practice of dentistry ; he had little knowledge 
of his profession, was illiterate, and generally an ignorant man. 
Die was a pupil of Dr. Wells in the years 1841 and 1842, and was 
in the habit of coming to Hartford to recite to Dr. Wells, and to 
obtain his assistance in getting up work." 

" Some time before Dr. Wells made his discovery, he (Dr. Wells) 
entered into co-partnership with Dr. Morton, to open an office in 
Boston, and went there for that purpose and staid several weeks. 
On his return he told me he should dissolve the partnership, as he 
found that Dr. Morton was not qualified for the profession, and it 
was dissolved accordingly." 

" One of the principal points of difficulty Dr. Wells and I dis- 
cussed respecting the use of the protoxyde of nitrogen or nitrous 
oxyd gas, was, we feared the patients would be unmanageable. 
Our experiments set this at rest, which I consider a most important 
fact. I find on reference to my books that this agent was used by 
me in extracting teeth up to November 2d, 1846, which is my last 
charge. Since that time I have used chloroform generally when 
my patients requested any thing." 

" I have used ether a few times, but with such unsatisfactory re- 
sults as to abandon it as being inferior to the gas, and I thought 
more unsafe. Some could not be brought under the influence of 
sulphuric ether enough to destroy sensation." 

" Patients who paid when an operation was performed, were not 
entered on my books, nor those to whom the gas was given gratu- 
itously. A very large proportion of those who have teeth ex- 
tracted pay for them at once. I was in the habit, for the greater 
ease of furnishing gas, to appoint some afternoon in the week, and 
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then take out teeth for as many as had made appointments. I find 
from minutes, that on July 26th, 1845, seven were extracted, while 
the names of only two of the individuals were recorded." 

"I further say, that Dr. Wells informed me at a date prior to 
Morton's patent, that W. T. (x. Morton called on him several times 
to learn how nitrous oxyd gas was prepared, and said that he had 
referred him first to me, and afterwards to Professor Charles T. 
Jackson, of Boston, who, he said, would prepare it for him or tell 
him how it should be done, as he knew all about it. Shortly after 
this, I heard of Morton's letheon." 



Further Extracts from the Deposition of Mrs. Elizabeth Wells. 

" From that time," (meaning from the first trial of this agent,) 
" he began to use gas in extracting teeth, and continued to do so 
from time to time down to the day of his death. He seemed to 
take a profound interest in the subject. He was incessantly engaged 
in extracting teeth with this agency, and in trying experiments on 
himself and others for many months after his discovery. He would 
lie awake nights, and often abruptly leave his meals to hasten to 
his office. At length excitement and other causes in this connec- 
tion undermined his health, and he was obliged to give over his 
profession for a time. He then resumed it, and continued to use 
the gas as before." . . . . " There were several interruptions in 
my husband's practice ; but whenever he entered upon it, he would 
use the gas as opportunity offered. In the intervals, and indeed 
at all times after the discovery, this agency was used by Dr. Riggs 
and others in Hartford." 

" In the month of January succeeding this discovery, my husband 
went to Boston, for the purpose of making known his discovery to 
the public there, and was absent about a fortnight. He said on his 
return that he had been but partially successful ; that his discovery 
was treated as a humbug, and the people there would lend him no 
assistance." 

" In the winters of 1844 and 1845, and repeatedly thereafter, I 
made bags of India (rubber) cloth for my husband, to be used in 
administering this gas in dental surgery, and frequently saw them 
in the hands of my husband when engaged in his profession." 
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" Dr. Morton established himself in Farmington, Connecticut, in 
the practice of dentistry, some time before my husband made the 
discovery mentioned above, and was for several weeks in the habit 
of coming into Hartford to recite to my husband in the evening." 

" My husband died in New- York, January 24th, 1848. He be- 
came insane, and I verily believe by reason of the opposition ol 
Morton to his discovery. I also believe that his health was greatly 
impaired by the experiments which he made on himself with the 
gas, ether, and chloroform." 

" And I farther say, that I never knew or heard that the human 
system could be made insensible to pain until the discovery was 
made by my husband, in the winter of 1844, as above stated ; and 
I verily believe that my said husband was the first and only dis- 
coverer of the fact aforesaid. My husband always claimed this 
discovery up to the time of his death, and was almost constantly 
engaged, after the pretensions of Morton became known, in writing 
and publishing in vindication of his right. 

" I further say, that my husband started for France the latter part 
of December, 1846. One object of his visit was to publish his dis- 
covery. When he found that Jackson and Morton were already 
making efforts each to secure the honor for himself, he immedi- 
ately strove to make known his own just rights, and published in 
one of the papers a letter of P. "W. Ellsworth, which he had taken 
with him for this purpose. From letters of my husband, French 
newspapers, English medical journals, letters of C. S. Brewster, and 
H. J. Bennett, editor of the London Lancet, I was informed of my 
husband's flattering reception, and the happy termination of a long 
discussion before the Academy of Medicine in his favor, the strenu- 
ous exertions of Drs. Jackson and Morton to the contrary notwith- 
standing. A letter from C. S. Brewster, dentist, in Paris, was re- 
ceived by my husband, announcing that the Society had conferred 
on him the degree of M.D., and that the diploma would be for- 
warded by the next steamer. The occurrence of the revolution of 
1848, which broke out at this critical moment, caused either that 
it should be forgotten or lost." 
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Extracts from the Deposition of E. E. Marcy, M.D., of the city of 

New- York. 

" That about the year 1838 I settled as a physician and surgeon 
in the city of Hartford, Connecticut, and continued to reside there 
and practice my profession up to 1850, when I removed to this city, 
and have since been engaged in practice here. I was intimately 
acquainted with Dr. Horace Wells, surgeon-dentist, late of said 
Hartford, deceased. He was a man of strict rectitude, and in every 
way worthy of entire confidence. He possessed a peculiarly active, 
investigating, and philosophical mind, and was, therefore, almost 
constantly engaged in researches and inquiries, such as would 
naturally attract the attention of a man of his taste." 

" I further say, that some time in the fall of 1844, Dr. Wells came 
to my office, and informed me that by administering the nitrous 
oxyd gas he could extract teeth without pain. I had previously 
become well acquainted with the effects of the gas, and also of sul- 
phuric ether on the human system. When a student at Amherst 
College, Massachusetts, I had often seen both substances adminis- 
tered, and had inhaled both myself, and knew that the operation 
and effect of these substances, when inhaled, were nearly similar ; 
but I did not know, when Dr. Wells called on me, that either the 
one or the other would produce insensibility to pain under dental 
and surgical operations. I therefore expressed some doubt to Dr. 
Wells, when he announced the above fact. In reply he said : ' I am 
about to extract a tooth under its influence, and if you will go to 
my office, I will demonstrate to you the truth of my statement.' 
Accordingly, on the same day I went to his office, and witnessed 
the extraction of a tooth from the person of F. C. Goodrich, Esq., 
of said Hartford, by Dr. Wells, after nitrous oxyd gas had been 
inhaled, and without the slightest consciousness of pain on the part 
of the gentleman to be operated upon. Not only was the extraction 
accomplished without pain, but the inhalation of the gas was effected 
without any of those indications of excitement, or attempts at mus- 
cular exertion, which so commonly obtain, when the gas is admin- 
istered without a definite object, or previous mental preparation. 
In a former deposition I stated that this operation took place in the 
month of October, 1844, but I may be mistaken as to the month. 
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That it was in the fall of 1844, I am positive ; and within two or 
three days "after I had understood Dr. Wells had made the dis- 
covery." ....... 

"Immediately after the discovery, the fact became generally 
known in Hartford, and was the subject of much conversation. 
Dr. Wells was exceedingly enthusiastic upon the subject ; was in- 
cessantly conversing about it, and prosecuting his experiments. 
Numerous trials were made by Doctors Ellsworth, Berresford, Riggs, 
Terry, and myself, both in large and small operations, which fully 
established the efficacy of the gas." .... " And I further say, that 

I am clearly of the opinion that to Dr. Wells alone belongs the 
credit of this great discovery." 



Extracts from tne Deposition of P. W. Ellsworth, M.D., 
Hartford, Connecticut. 

" Towards the close of 1844, I was informed that said Wells had 
discovered an agent by means of which the body could be rendered 
insensible to pain under dental operations. This I learned from 
Dr. Wells, from persons who had been operated upon, and from 
most of the dentists of the city. It was then notorious here that 
such a discovery had been made. Very shortly before or after the 
visit of Dr. Wells to Boston, with a view to bring out his discovery, 
to wit, in January, 1845, I witnessed a successful dental operation, 
being the extraction of a tooth without pain, by administering 
nitrous oxyd gas. The subject was a young man, but I do not 
recollect his name ; nor do I recollect whether Dr. Wells or Dr. 
Riggs performed the experiment, as they had offices in the same 
building, and were cooperating in those experiments. I think they 
were both present. It was then admitted to be the discovery of 
Dr. Wells, and no one, until long after, pretended to controvert this 
fact. And I further say, I was in the habit of constant intercourse 
with Dr. Wells, from the period of this discovery up to his death, 
and we became more and more intimate until that event occurred." 

" Dr. Wells was an accomplished dentist, and very successful in 
his profession. He possessed an active and inquiring mind ; was 
inventive and versatile, his mind passing with great rapidity from 
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subject to subject ; and this gave to his course the appearance of 
fickleness, at least to some extent." 

" When it was announced to me that teeth could be extracted 
without pain, my attention was attracted to the subject, and very 
strongly so after the effect had been established by numerous ex- 
periments. This was early in 1815. I had then an idea of trying 
this agency in more important operations, but I was young in the 
profession, and it was necessary for me to proceed with caution. 
Some time in the year 1845 or 1846, according to my best recollec- 
tions, and before Dr. Morton's pretensions to this discovery were 
advanced, though I will not be positive, as I may be mistaken, I 
extracted a tooth for Mrs. Webb, then of Middletown, in this State, 
but now the wife of Professor Benjamin Silliman, Sr., of New- 
Haven, administering the nitrous oxyd gas, which was prepared at 
my request by Mr. Samuel A. Cooley. The operation was unat- 
tended with pain, and was entirely successful." .... "And- 1 
further say, that some time in the year 1845 or 1846, I went into 
the office of either Dr. Wells or Dr. Riggs, (they were side by side 
in the same building,) and asked whether they continued to use the 
gas, and had a reply in the affirmative. I know that Dr. Wells, 
from the time of his discovery up to the time of his death, was 
making improvements both in the preparation and mode of admin- 
istering the gas, and ultimately it became in his hands more efficient 
than it was in the first instance. The gas was much more pure, 
and the instruments were better." 

"It was long known, previous to the discovery of Dr. Wells, 
that sulphuric ether produced effects on the human system similar 
to those of the nitrous oxyd gas, and it being known that the latter 
would produce insensibility to pain under dental and surgical op- 
erations, it must at once occur to any surgeon or scientific person 
that the former would probably produce the same results and 
equally available, though more difficult to prepare. Ether is slow 
in producing an effect, and disagreeable, while nitrous oxyd gas is 
in both particulars the reverse. I think in comparing the cases 
where the gas has been used, and pure sulphuric ether alone, the 
gas proved superior. The effect of the gas after the insensibility 
has passed away, is pleasanter than ether. The latter during its 
administration not unfrequently causes vomiting and nausea. But 
ether is more easily obtained and more portable, and is therefore 
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now more commonly vised. The same thing maybe said of chloro- 
form. Latterly, chloroform and chloric ether have to a great extent 
supplanted sulphuric ether, as the former is more efficacious, and 
both are pleasanter. I myself prefer a combination of ether and 
chloroform in proportion of three of the former to one of the latter, 
which is in my judgment more active than ether, and safer than 
chloroform. But nothing prevents my using the gas now except 
the mere circumstances of convenience." 

" I further say, that I had many conversations with Dr. Wells on 
the subject of his discovery in 1845 and 1846, and indeed up to the 
time of his death, and he was at all times enthusiastic in regard to 
it, and I did not know or suspect that any one controverted the 
right of Dr. "Wells until Dr. Morton advanced his claim in 1846." 
.... "And I further say, that Dr. Wells at all times claimed the 
discovery as his own, and was exceedingly indignant at the pre- 
tensions of Dr. Morton. After these became known, he was very 
much occupied in writing and publishing in defense of his discovery. 
I know he never abandoned his right, though he occasionally left 
his profession by reason of his health." .... " And I further say, 
that Dr. Wells was in my opinion the true and only discoverer of 
the fact that the human system can be rendered insensible to pain 
during dental and surgical operations by some agent, and in my 
judgment, the finding out of the fact constitutes the discovery 
which is such a boon to humanity ; for it being known that nitrous 
oxyd gas would produce this result, the substitution of other agents 
has little merit, particularly as such substitution would naturally 
suggest itself to any scientific mind. Yery soon after Dr. Wells 
made the above discovery, the fact became generally known in this 
community, and was the subject of much conversation, and Dr. 
Wells was universally reported to be its originator or author, and 
he has ever since been and is now believed here to be entitled to 
the credit thereof." 



Extract from the Deposition of John B. Terry, Dentist, of 
Hartford, Connecticut. 

" That I was well acquainted with the late Dr. Horace Wells 
from about the year 1840. In the year 1844 I was residing in this 
city in practice of my profession as a dentist. Immediately after 
3 
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the reputed discovery of Dr. Wells, in 1844, I was informed re- 
specting it by himself, and witnessed many experiments by him, 
and saw the apparatus by which he administered the nitrous oxyd 
gas, for the purpose of rendering his patients insensible to pain in 
the extraction of teeth. I knew of his discovery prior to his going 
to Boston to make it known to the medical men there ; on his re- 
turn from Boston, Dr. Wells told me he was disappointed in its 
operation ; there was, he said, too great hurry, or some defect in 
preparing the gas ; that the ammonia, perhaps, was not good ; but 
he still expressed a determination to convince the world that it was 
a valuable discovery, and a full belief that any surgical operation 
could be performed without pain under the influence of nitrous 
oxyd gas. Dr. Wells was obliged to suspend his business at inter- 
vals, much to his regret, as he said if he could have continued it, 
he could have made a great deal of money in extracting teeth under 
the influence of the gas. During the time he was engaged in his 
profession he continued to make improvements in the construction 
of his inhaling apparatus, in the nitrate of ammonia, of which the 
gas was made, in the gas itself, and its mode of preparation from 
the time of his discovery to his death. These improvements I con- 
tinued to use afterwards ; I had an office adjoining the one usually 
occupied by the late Dr. Wells, and we were associated together on 
the 19th day of December, 1846, in the practice of dentistry ; for 
nearly a year before this, we were associated without terms of part- 
nership, and while he was absent I attended to his business, in part, 
and made him an allowance ; my impression is, that Dr. Wells used 
the gas while attending to business, and when he was absent I 
administered the gas for him. I am certain that prior to October, 
1846, 1 was in the frequent habit of administering the gas, and con- 
sidered it then, as I do now, as more useful than any anaesthetic 
agent for the purposes of dentistry. Dr. Wells' confidence in the 
gas was constantly increasing from the first ; no one, to my know- 
ledge, doubted that Wells was the discoverer of the anaesthetic pro- 
perties of the gas, nor did I hear, at that time, that any one claimed 
to be the discoverer but him. I think I have administered more 
of this gas for dental purposes than any other person, and I am 
well acquainted with all its effects. Before Dr. Wells left for Eu- 
rope, he spoke about making known his discovery there, and at my 
recommendation took out an apparatus for administering the was. 
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He had made great improvement in preparing the gas, so that 
the apparatus was easier to carry about, as well as use. One 
of his objects in going to Europe was to publish his discovery 
there ; when Dr. Wells was in Europe, I received letters from him 
saying he was meeting with great success ; our partnership was then 
existing, and was not dissolved till after his return ; he said Dr. 
Brewster, dentist, of Paris, invited him to become partner with him. 
I have often heard Dr. Wells speak of W. T. Gr. Morton as a for- 
mer student of his, (Dr. Wells ;) and some of these conversations 
were prior to the date of Morton's claim, in October, 1846 ; and I 
remember that Dr. Wells went on to Boston for the purpose, as I 
understood him, of forming a partnership with W. T. Gr. Morton, 
and of starting Morton in business. Morton, while in Farmington, 
Connecticut, was considered by Dr. Wells as a bad workman, and 
I have heard Dr. Wells speaking of doing over some of Morton's 
work for him." 



Extract from the Deposition of John Braddoek, of Hartford, 

Connecticut. 

11 During the year 1845 I was in the practice of dentistry in this 
city for the period of about six months. I came to Hartford, in 
the month of January, 1845, from the city of Philadelphia, where 
I had been in business about one year. Immediately on my return 
from Philadelphia, I learned from Dr. Wells himself, that he had 
discovered that, by the use of the nitrous oxyd gas, teeth could bs 
extracted without pain. I had frequent conversations with Dr. 
Wells on the subject, and he wanted me to go to New- York with 
him for the purpose of introducing it into general use in dental and 
surgical operations, and practice ; but, as I had made all my ar- 
rangements to go into the practice of dentistry in this city, I declin- 
ed his proposition. 

" The discovery of Dr. Wells was notorious in Hartford at that 
time ; it was a common topic of conversation, and I have no hesi- 
tation in saying that, in my opinion, Dr. Wells was the first to 
discover and use an agent by means of which dental and surgical 
operations could be performed without pain. 

" In the spring of 1845, I saw several teeth extracted for differ- 
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ent persons under the influence of this agent, by Dr. John Riggs, 
with the most satisfactory results. The patients seemed to expe- 
rience no pain whatever, and after the operations were performed 
and the effects of the gas had passed away, they so expressed 
themselves." 



Deposition of E. E. Crofoot, of Hartford, Connecticut. 

"I, E. E. Crofoot, dentist, of the city and county of Hartford, and 
State of Connecticut, do depose and say, I am forty years of age, 
and have been settled in the city of Hartford ten years, in the 
practice of my profession. I knew the late Dr. Wells intimately ; 
he had the reputation of having discovered a mode of extracting 
teeth without pain ; I never saw any of his operations, but have 
seen those on whom he had performed. I have had some personal 
experience in the use of anaesthetic agents, having extracted two 
teeth for a Miss Angelina Griswold, of West-Hartford, while 
under the influence of nitrous oxyd gas. Both teeth were re- 
moved at one sitting, and in a satisfactory manner. This was in 
the year 1845 or 1846, previous to a severe sickness which I had, 
commencing in September, 1846, which continued many weeks. 
No one claimed to my knowledge, to have suggested the discovery 
to Dr. Wells, and no one controverted his claim up to October, 

1846. E. E. Crofoot." 

Sworn before 

Henry L. Rider, Notary Public. 



Deposition of David S. Dodge, M.D., of the city of New-York. 

" I, David S. Dodge, physician, of the city, county, and State of 
New-York, being duly cautioned and sworn, do depose and say, 
that I was for many years a practising physician and surgeon in 
the city of Hartford, in the State of Connecticut, and was well ac- 
quainted with the late Horace Wells, dentist, and had knowledge 
of the fact that Mr. Wells discovered the anaesthetic properties of 
nitrous oxyd gas and sulphuric ether as early as the year 1844 • 
that he was frequently in the habit of using the former ao-ent in 
producing insensibility while pursuing his usual avocation ; that so 
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far as I am informed, this peculiar property of nitrous oxyd gas 
was unknown to the medical profession up to that year ; that said 
Wells was very enthusiastic in pursuing his investigations and in 
making various experiments ; that his health suffered in conse- 
quence, and he was obliged to suspend his interesting investigations 
and take a voyage to Europe ; that in conversation he mentioned 
certain disappointments he experienced during a visit to Boston, 
about the winter of 1844-45, when he was invited to administer 
the gas to a patient previous to an operation to be performed in the 
presence of the class of Dr. "Warren's medical students ; that the 
gentlemen of the faculty had no confidence in the proposed use 
of the gas, and that while he (said Wells) was endeavoring to 
administer the gas to a patient as above, he was greatly annoyed 
by offensive remarks and the occasional sneers of the audience. 
I believe that Horace Wells was the original discoverer of the an- 
aesthetic properties of nitrous oxyd gas and sulphuric ether, and is 
fully entitled to have his name recorded among the useful and 

benevolent of his age. 

" David S. Dodge." 
Sworn before 

C. G. E., K P. 



Deposition of Thomas Steel, of Hartford, Connecticut. 

"I, Thomas Steel, of the city and county of Hartford, and State 
of Connecticut, of lawful age, do depose and say, that I knew the 
late Dr. Horace Wells intimately, and often conversed with him 
on the subject of his discovery of an anaesthetic agent for the pur- 
pose of dental operations ; I heard him say he had been to Boston 
for the purpose of making known his discovery ; soon after, I first 
heard of its successful application ; I believe this was early in the 
year 1845 ; he spoke of having made an exhibition at that place ; 
some in Boston spoke in his favor, but more against him ; he ap- 
peared to be sanguine of its ultimate success; he always spoke 
of it as his own discovery, and I never heard any one alluded to 
as having suggested the idea to him. I heard of the gas being 
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used by Dr. Wells before and after his return from Boston, when 
he went to lay his discovery before the Medical Faculty. 

" Thomas Steel." 

Dated the 14th day of December A.D. 1852. 
Sworn before 

Henry L. Eider, Notary Public. 



Extract from the Deposition of Hon. James Dixon, Member of 
the House of Representatives in the 29th and 30th Congresses 
from the First Congressional District, Connecticut. 

" That I was informed in the month of May, 1845, by Dr. John 
M. Kiggs and by Dr. Horace "Wells, that he [the said Wells] had 
discovered that a state of insensibility to pain could be produced 
by inhaling nitrous oxyd gas, so that surgical operations could be 
performed without pain by its use. He stated, according to my 
best belief, that he had extracted thirteen teeth in one day, with- 
out pain, and with entire safety, under the influence of the gas. 
The discovery was recent, as he stated. He also said that he had 
visited Boston, and had attempted to perform an operation with 
the use of the gas in presence of a surgical class. I think he 
said Doctors Jackson and Morton were present, and witnessed his 
attempt, which was not wholly successful, in consequence of the 
imperfect inhalation of the gas. Doctors Jackson and Morton, 
with the other gentlemen present, ridiculed his pretensions, and 
discouraged further attempts. I am not quite certain he said Dr. 
Morton was present, but this is my belief. Dr. Wells afterwards 
continued to use the gas in surgical operations. He often told 
me that Dr. Morton obtained all he (Dr. M.) knew from him, 
Dr. Wells, and complained of ill-treatment on the part of Morton, 
in attempting to rob him (Wells) of the merit of the discovery." 

" I would add that the discovery of Dr. Wells 

was notorious in Hartford in the spring of 1845, and was then, 
and for some time had been, and continued to be, a frequent topic 
of conversation. It excited great attention, and was deemed of 
much importance." 
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Extracts from the Deposition of Edward W. Parsons, of 
Hartford, Connecticut. 

" I was intimately acquainted with the late Dr. Horace "Wells, 
of said Hartford, and was the administrator on his estate." 

" I recollect the circumstance of Dr. Wells going on 

to Boston to place his discovery before the medical faculty. I 
know that Dr. Wells always asserted that the discovery of an 
anaesthetic agent was his, and I know that he always claimed that 
he was the first to discover the use and availability of anaesthetic 
agents." 

" Dr. Wells was occasionally obliged to discontinue the practice 
of dentistry, on account of ill-health. He frequently told me that 
the labor of filling teeth brought on a pain in the chest, and inhal- 
ing the breath of so many patients induced sickness. He occasion- 
ally turned his attention to other and more healthy pursuits for a 
short time, for the purpose of regaining his health." 



Deposition of Wm. W. Goodwin, of Boston, Massachusetts. 

" I, William "W. Goodwin, of Boston, Massachusetts, having 
been duly cautioned and sworn, depose and say, that I am thirty- 
five years of age. Have been a druggist and apothecary for the 
last nineteen years. I am a native of Hartford, Connecticut, 
where I resided and pursued my business until February, 1845, 
with the exception of the years 1837 and 1838. About the mid- 
dle of February, 1845, I came to this city, where I have since 
resided. Several weeks before leaving Hartford it was very gene- 
rally reported that the late Dr. Horace Wells, of that city, was 
extracting teeth without pain, by an agent called by him the nitrous 
oxyd gas. Shortly before leaving Hartford, I called at the office 
of Dr. Wells, and he showed me the nitrate of ammonia, from 
which he prepared the gas ; also some bags and apparatus used by 
him in administering the gas. Dr. Wells was the first person I 
ever heard of using any anaesthetic agent in dental or surgical 
operations ; and I never heard of the anaesthetic properties of any 
a^ent prior to the experiments of Dr. Wells, above mentioned ; and 
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I further say, that I never heard that any other person than Dr. 
Wells claimed to have discovered an anaesthetic agent, till several 
months after I came to Boston. 

"William W. Goodwin." 

Boston*, December 11, 1852. 

Sworn before 

Charles Mayo, J. P. 



Deposition of James M. Greenleaf, of Hartford, Connecticut. 

" I, James M. Greenleaf, dentist, of Hartford, county of Hartford, 
depose that I am thirty-three years of age, and have been in the 
practice of my profession in Hartford about ten years. 

' I knew the late Dr. Horace Wells very well, and remember 
that nitrous oxyd gas was given at public lectures about the close 
of 1841. I knew also that Dr. Wells had the reputation of using 
this gas for the purpose of preventing pain in the extraction of 
teeth. I never saw any operation by it, though I have seen it 
administered for other purposes. I have a brother, a dentist, who 
formerly resided in Essex, Connecticut, who informed me he used 
it, I am confident, in the years 1845 and 1846. I have seen the ap- 
paratus by means of which he prepared and administered it. I 
have occasionally used chloroform and chloric ether in my practice, 
but never sulphuric ether or nitrous oxyd gas. 

"J. M. Greenleaf." 
Hartford, December 16, 1852. 

Sworn before 

Henry L. Rider, Notary Public. 
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"We will now turn our Attention to specific cases of 
the application of the gas in dental surgery where the 
party operated on appears and bears testimony to the effi- 
cacy of the new agent. they are mostly cases that oc- 
CURRED LONG BEFORE THE PRETENDED DISCOVERY OF Dr. MOR- 
TON, AND WILL ABUNDANTLY SUSTAIN THE CLAIMS OF Dr. WELLS 
TO ORIGINALITY AND PRIORITY IN THE MATTER OF ANAESTHETIC 
AGENTS. 

Extracts from the Deposition of Francis C. Goodrich, of 
Hartford, Connecticut. 

" I am now thirty-two years of age, and a printer; have been 
engaged in the pursuit of my business for the last ten years, with 
the exception of some two years, or more, and was acquainted with 
the late Horace "Wells, of the city and county of Hartford, State of 
Connecticut. 

" In the latter part of the year 1844 I learned that Mr. Wells had 
made a very important discovery, by which he could render the 
nervous system insensible to pain under severe surgical operations. 
This was accomplished by the use of nitrous oxyd gas. In the 
month of November or December, I think in November, of the 
year above mentioned, and after the experiment had been tested in 
a measure, I submitted to the operation of having a tooth extracted 
by Dr. Wells while under the influence of nitrous oxyd gas, which 
was performed in the presence of Drs. Marcy, Kitteridge, and 
Riggs, and was unattended with even the slightest sensation of pain 
to the nervous system. 

" The gas was administered to me by Dr. Wells, who was assisted 
by Dr. Riggs, and in a few seconds after I commenced inhaling it 
I fell into a stupor and partially unconscious state, experiencing at 
first a sense of numbness in my limbs, followed by an indescribably 
rapturous or pleasurable sensation of the brain, and increasing in 
intensity until I seemed, as it were, a mere spark or atom of matter 
floating away in the regions of space. 

"i was not, however, wholly unconscious during the entire ope- 
ration ; I knew when the instrument was applied to the tooth, and 
heard remarks by those present, but I neither felt nor feared pain, 
nor do I believe it possible to have inflicted pain upon me in any 
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manner during the time my nervous system remained entirely 
under the influence of the exhilarating gas 

" Soon after the operation to which I submitted, as mentioned 
above, I witnessed a similar experiment upon two persons, namely, 
J. Gaylord Wells and William H. Burleigh, Esq., both having one 
or more teeth extracted by Dr. Wells, apparently, and as they tes- 
tified, without pain. 

" I was also familiar with the fact that, succeeding these exjDeri- 
ments, Drs. Riggs and Terry commenced and continued the use of 
the gas more or less frequently in their extensive practice of dental 
surgery, and I regard it as a fact with which the people of Hartford 
were then more or less familiar, that nitrous oxyd gas, when inhaled 
in the respiratory organs, would have the effect upon the nervous 
system to produce insensibility to pain ; that it had been, and then 
was, successfully used in severe dental and surgical operations. I 
had supposed this fact so well established that no one could doubt 
it, or call it in question, and I am quite certain that, at a period 
commencing as early as December, 1844, it was a matter with 
which many of the citizens of Hartford were personally familiar." 



Extracts from the Deposition of John Gaylord Wells, of 
Hartford, Connecticut. 

"That I was intimately acquainted with the late Dr. Horace 
Wells, of this city. That about the close of 1844 I heard that Dr. 
Horace Wells, dentist, had had a tooth extracted under the influ- 
ence of nitrous oxyd gas without pain. I had two teeth extracted 
before this period alluded to, which caused excessive pain. After 
the removal of one I fainted, and was insensible for a number of 
minutes. Having heard of the discovery, I availed myself of the 
opportunity, and Dr. Wells extracted a tooth for me immediately 
after the extraction of his own. It was certainly in the month of 
December, 1844. The gas was given from a large bag. On this 
occasion I had one tooth removed, and a number after at different 
times, and all without pain." 

Mr. Wells then goes on to give the particulars as to the other 
teeth, but as this part of his deposition will hereafter be quoted for 
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another purpose, it is omitted for the present. He then proceeds 
as follows : 

" I heard of others having teeth drawn under the influence of 
the gas, and induced some to go. The subject was a topic 
of common conversation among my friends for several years after 
my first tooth was extracted under the influence of the gas, and 
I often heard Dr. Wells converse on this subject, and he continued 
to consider it a very valuable discovery. I often heard him claim 
he was the discoverer, both before and after October, A.D. 1846, 
and I never heard him state that any one suggested the idea to 
him, but the reverse. I have no hesitation in stating fully that 
I consider Dr. "Wells the discoverer of ansesthetic agents in sur- 
gical and dental operations. I had frequent business transactions 
with Dr. Wells for years. In every respect his character for veracity 
and honor was irreproachable." 



Deposition of "William H. Burleigh, of Hartford, Connecticut. 

" A little more than two years since, I learned that Dr. Wells, 
dentist of this city, had made the discovery that by the use of an 
exhilarating gas or vapor he could render the nervous system in- 
sensible to pain under severe surgical operations, and that he was 
using it in his practice with great success. Having an opportunity 
to witness its effect on several persons during the operation of ex- 
tracting teeth, I was so delighted and surprised with its manifest 
success, that I desired a trial of it upon myself. The gas was ac- 
cordingly administered, and two carious teeth were extracted from 
my lower jaw without the least suffering on my part, though ordi- 
narily, owing to the firmness with which my teeth are fixed in 
my jaw, I suffer extreme pain from their extraction. 

" W. H. Bueleigh, Editor of the Charter Oak. 

Hartford, March 25th, 1847. 

Sworn before 

A. M. Collins, Mayor. 
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Deposition of Mylo Lee, of Hartford, Connecticut. 

" I, the undersigned, resident of Hartford, Connecticut, do hereby 
testify that more than two years since I submitted to the operation 
of having a tootli extracted while under the influence of nitrous 
oxyd gas. According to the best of my recollection, this was in the 
month of November, 1844. The gas was given and the tooth ex- 
tracted by Horace Wells, dentist of Hartford, and I do further 
testify that the operation was attended with no pain whatever. 

" Mylo Lee." 
March 26th, 1847. 

Sworn before 

A. M. Collins, Mayor. 



Deposition of Norman "W. Goodrich, of Hartford, Connecticut. 

" I, Norman W. Goodrich, of the city and county of Hartford, 
and State of Connecticut, depose and say, that I am thirty-four 
years of age, and have resided in the city for the last fourteen 
years. During the years 1844, 1845, and 1846, I was engaged in 
the office of the Charter Oak, then published in the city ; I was in- 
timately acquainted with the late Dr. Horace "Wells, of Hartford. 
In the month of December, A. D. 1844, I heard that Dr. Wells had 
discovered a mode of preventing pain during dental operations. I 
first learned this fact from J. Gk Wells, of this city, who informed 
me that he had a tooth extracted by Dr. Wells without any pain 
whatever. Soon after this, I learned that Dr. Wells was constantly 
extracting teeth for persons without pain, by administering exhila- 
rating gas, as it was sometimes called. Some time durino- the 
month of December, aforesaid, I accompanied J. G-. Wells to the ■ 
office of Dr. Wells, for the purpose of witnessing an experiment 
upon said J. G. Wells, while under the influence of the gas. On 
reaching the office of Dr. Wells, and making known our object, he 
informed us that Dr. Riggs, who occupied an adjoining office, was 
desirous of experimenting with the anaesthetic agent discovered by 
him, (Dr. Wells,) and he would therefore administer the gas and 
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allow Dr. Riggs to extract the tooth. Accordingly Dr. Riggs was 
called in, and extracted the tooth, after Dr. Wells had administered 
the gas. After Mr. J. Gr. Wells had inhaled the gas a few times, 
he appeared to lose all consciousness, and manifested no signs of 
pain during the extraction of the tooth. On recovery from the 
effects of the gas he remarked that he felt no pain whatever. 

"A few days after the above experiment, Mr. William H. Bur- 
leigh and myself, went to Dr. Wells' office to have teeth extracted. 
We were accompanied by T. C. Goodrich, Henry R. Tracy, and 
others, whose names I do not now recall. This was just before 
dusk. When we entered the office we found, among others, a boy 
who held a large tooth in his hand, which he showed us, saying 
that Dr. Wells had just extracted it for him under the influence of 
the gas. He said he felt no pain, and did not know when the 
tooth was pulled. Mr. Burleigh and myself told Dr. Wells we had 
come to take the gas and have teeth extracted. Dr. Wells replied 
that he had been giving the gas and pulling teeth all day, and was 
so tired and lame in consequence, that he was unable to do any 
thing more that day, but if we wanted our teeth out then, he would 
administer the gas and let Dr. Riggs come in and draw the teeth. 
We agreed to that arrangement. Dr. Riggs came in ; the gas was 
administered first to Mr. Burleigh, and his tooth extracted by Dr. 
Riggs. Mr. Burleigh seemed to experience no pain, and after- 
wards said he felt none whatever. After the operation on Mr. 
Burleigh, Dr. Wells looked at his apparatus, and remarked that 
there was not a full dose of gas left, but I could take what there 
was if I chose. I finally concluded to do so, and the remainder of 
the gas was administered to me by Dr. Wells. Before the gas was 
administered, Dr. Riggs looked into my mouth and said there was 
a "big fellow," just back of the tooth I wanted out, which was 
slightly decayed, and he wanted to try that one. I replied that I 
wanted the smaller tooth drawn, as it was very much decayed, but 
I finally consented that Dr. Riggs might try the larger one. He 
then examined Dr. Wells' instruments, but said none of them 
were large enough, and he would go to his office and get some, 
which he accordingly did. While under the influence of the gas 
I was unconscious of what was transpiring, except that during the 
operation I so far recovered from the influence of the gas as to feel 
a slight tingling, just as the tooth broke. After the effects of the 
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gas had entirely passed off, those standing around asked me if I 
felt any pain. I replied that I was barely conscious of a sensation 
—which could hardly be called painful— when the tooth broke, 
though I was conscious that the influence of the gas was passing 
away. They then said that Dr. Eiggs had twisted on the tooth 
hard enough to take my head off, and made several ineffectual at- 
tempts to draw the tooth before it finally broke. Dr. Eiggs then 
informed me that the tooth had broken off close down to the jaw. 
I never felt happier than while under the influence of the gas, 
and I never felt any real pain or soreness either during or after the 
operation. 

" A few months after this operation I accompanied "Walter S. 
Williams and our wives to the office of Dr. J. B. Terry, dentist, of 
this city, for the purpose of witnessing further experiments with 
this agent. Mr. Williams took the gas for the purpose of having a 
large tusk, which was very prominent and inconvenient, extracted. 
After inhaling a sufficient quantity of gas, Dr. Terry applied his 
instruments and endeavored to draw the tooth ; he pulled upon 
it several times, and finally laid down his instruments and said 
he was unable to extract it. During all this operation Mr. Wil- 
liams seemed to suffer no pain, and on his recovery from the 
effects of the gas he said he had not felt the slightest sensation of 
pain. 

"During the years 1845 and 1846 I was constantly hearing of 
successful experiments with this gas, by Dr. Wells and other den- 
tists of this city, and during all that time, and indeed ever since, 
Dr. Wells was reputed in the community to have been the first to 
discover the anaesthetic properties of this agent, and the first to in- 
troduce it into practice. Norman W. Goodrich." 

Dated at Hartford, December 16, 1852. 



Deposition of Horace E. Havens, of Hartford, Connecticut. 

"I, Horace E. Havens, of the city and county of Hartford, and 
State of Connecticut, of lawful age, depose and say : 

" That some time between the first of November, 1844, and the 
1st of November, 1845, I called at the office of Dr. Horace Wells 



47 

corner of Asylum and Main streets, in this city, and requested Dr. 
Wells to administer the gas to me for the purpose of having a 
tooth extracted ; the gas was given to me from a large black bag 
with a mouth-piece ; I had heard that it was very successful in 
allaying pain in the extraction of teeth ; I breathed it a short time, 
and Dr. Wells took out the tooth ; Dr. Wells thought I should be 
easily affected, and gave me a smaller dose than usual, as he said ; 
the consequence was, that I was not fully affected, though the pain 
was very much mitigated ; I felt the operation some, though 
it was very trifling ; I had two teeth extracted after this, by Dr. 
Biggs, (J. M. Riggs, of Hartford,) and then took nitrous oxyd gas, 
made by him in a large cask ; the gas was taken from a bag, and 
during the operation I felt no pain whatever ; this was while John 
Gr. Wells was with Mr. Burr in the Secretary's office, and was in 
1845, previous to November first. 

" Further the deponent saith not. H. C. Havens." 

Hartford, January 8th, 1853. 

Sworn before 

H. L. Rider, K P. 



Deposition of Thomas Martin, of Hartford, Connecticut. 

" I, Thomas Martin, of the city and county of Hartford, and State 
of Connecticut, merchant, of lawful age, depose and say : 

"I have resided in said Hartford for the period of over twenty 
years. I was intimately acquainted with the late Dr. Horace 
Wells, of this city, and had frequent business transactions with 
him. I was informed by Dr. Wells, and others, of a discovery 
made by said Wells in the winter of 1844-45, for the prevention 
of pain in dental and surgical operations. Some time in the same 
winter Dr. Wells told me he was going to Boston for the purpose 
of bringing his discovery to the notice of the Medical Faculty, and 
the public there. , 

" A short time after his (Dr. Wells') return from Boston, I had 
some conversation with him respecting his visit to Boston ; he 
replied that his announcement had not been received with the favor 
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he anticipated, and which it deserved ; but he expressed himself 
as able to convince any one who would examine the subject, of its 
truth. I frequently saw Dr. Wells during the years 1845 and 
1846 ; and the subject of relieving pain by the use of gases or 
vapors was one which very much occupied his mind, and he told 
me he was experimenting upon their use, and making improve- 
ments in his apparatus at various times during this interval of 1845 
and 1846. In the summer of 1845, I think before the middle of 
July, Dr. Wells extracted a tooth for me while I was under the 
influence of nitrous oxyd gas. I had before taken the gas for its 
exhilarating effects. The tooth — a large double one — was extract- 
ed by Dr. Wells himself. I felt no pain during the operation, 
and was much pleased with its effects ; I have also recommended 
it (the gas) to others. It was a notorious fact that Dr. Wells, and 
other dentists in this city, were, and had been, extracting teeth for 
a long time prior to October, 1846, under the influence and by the 
agency of some anaesthetic agent. I had conversations with Dr. 
Horace Wells just previous to his visit to France, in the winter of 
1846 ; he told me his object in going to Paris was, to announce his 
discovery to the medical faculty there ; and that he intended to 
make some arrangement for the painting of pictures for sale here. 
I saw Dr. Wells after his return from France ; he expressed himself 
as highly gratified at his reception by the medical gentlemen, and 
said he thought he had fully established his claim. I know that 
Dr. Wells was obliged to abandon his profession at intervals on 
account of his health ; he told me that a sea-voyage had been re- 
commended for its improvement, and said he expected to receive 
some benefit from his voyage to Europe. Dr. Wells was very 
indignant at the attempts of individuals in Boston to rob him (Dr. 
Wells) of his discovery, and said they had formerly treated it 
with ridicule, but had received all their information on the subject 
from him. 

" And further deponent saith not. Thomas Martin." 

Hartford, Connecticut, January 7th, 1853. 

Sworn before 

H. L. Eider, K P. 
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Deposition of Franklin R. Slocum, of Hartford, Connecticut. 

" I, Franklin E. Slocum, of the city and county of Hartford, and 
State of Connecticut, being of lawful age, depose and say : 

" That I had some acquaintance with the late Dr. Horace Wells ; 
that having great difficulty and suffering from the extraction of 
teeth, I called on Dr. Wells to take the gas, the use of which, -in 
the extraction of teeth, he had discovered, as it was said to render 
the operation painless. I consulted with others, who knew about 
the effects of the gas, before submitting to the operation ; the gas 
was given out of a bag ; and on my recovery I found I had lost a 
large tooth. The operation was entirely painless. Dr. Wells was 
always considered, in this city, by my friends and acquaintances, 
as the discoverer of this agent, for alleviating pain. This tooth 
was extracted soon after the public experiments by Colton and 
Cooley, in this city, with laughing-gas, and was in the spring or fall 
of A.D. 1845. I have inhaled both nitrous oxyd gas and sulphuric- 
ether, but prefer the former. 

" And further the deponent saith not. F. E. Slocum." 

Dated at Hartford, county of Hartford, State of Connecticut, this 
13th day of December, A.D. 1852. 

Sworn before 

H. L. Eider, N. P. 



Deposition of Lydia Goodwin, of Hartford, Connecticut. 

" I, Lydia Goodwin, of the town and county of Hartford, and 
State of Connecticut, aged 71 years, depose and say : 

" That in the spring of the year A.D. 1845 or 1846 — 'according 
to the best of my recollection in the year A.D. 1845, I had two 
teeth extracted by Dr. Horace Wells, then a dentist in this city. The 
teeth were extracted three or four years before the death of Dr.. 
Wells. The agent used in the extraction of my teeth was called 
by Wells gas ; and the same he had used for some time previous.. 
It was given from a large black bag. 
4 
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" My lungs were very much diseased, and it was difficult for me 
to inhale the gas. I was not fully under its influence, yet the 
pain was very much mitigated. I had previous to this heard that 
Dr. Wells had extracted teeth without pain. Mrs. Peter D. Sil- 
liman accompanied me to Dr. Wells', and was present at the ope- 
ration. I experienced no bad effects from the gas, nor were my 
lungs injured by the inhalation. And further deponent saith not. 

"Lydia Goodwin." 

Dated at Hartford, this 13th day December, A.D. 1852. 

Sworn before 

H. L. Eider, N. P. 



Deposition of Angelina Griswold Whiting, of West-Hartford, 

Connecticut. 

"I, Angeline Griswold Whiting, of West-Hartford, Hartford 
county, and State of Connecticut, of lawful age, depose and say : 

" That in the month of July, 1846, 1 was spending a few days at 
Dr. E. E. Crofoot's, in the city of Hartford, and during that time I 
had two teeth extracted by Dr. Crofoot, while I was under the in- 
fluence of nitrous oxyd gas. I was not so completely under the in- 
fluence of the gas as to lose entire consciousness of what was going on 
about me, but I felt no pain during or after the operation. I had 
long before known Dr. Horace Wells' discovery of an agent for 
destroying pain during dental and surgical operations, and had 
heard from persons who had been operated upon of the success at- 
tending the use of this agent by the different dentists in Hartford, 
but had never before had occasion to test the efficiency of this agent 
myself. And further deponent saith not. 

" Angeline Griswold Whiting." 

Hartford, December 18th, 1852. 

Sworn before 

H. L. Rider, N. P. 
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" Springfield, Hampden Co., Mass., December 13, 1852. 

u This may certify that I, Edmund B. Richardson, was a resident 
of the city of Hartford, Connecticut, from the year 1839 to 1847. 
Was well acquainted with the late Doctor Horace "Wells, of said 
Hartford, and always believed him to be the discoverer of the ap- 
plication of nitrous oxyd gas for the alleviation of pain in surgical 
operations, in which at the time I was much interested. I never 
heard that any other person claimed the right of discovery until 
some time after successful operations were performed by said Wells 
"'d others under his direction. In the winter of 1845 or 1846 I 
~~~^ed severely with a large molar tooth, which was partly decay- 
ed, and was extremely painful and sensitive to the touch. On the 
13th day of March, 1846, that tooth was extracted without pain by 
Dr. J. M. Riggs, of Hartford, while I was under the influence of 
nitrous oxyd gas, administered by him, Mr. Wells at that time 
being absent from the city. On the 2d day of November, 1846, I 
had another tooth extracted without pain by the aforesaid Dr. 
Riggs, while under the influence of nitrous oxyd gas, administered 
by him. Since that time I have, on four or five different occasions, 
had teeth extracted while under the influence of ether and chloro- 
form, sometimes without pain and in some instances suffering 
severely. I very much prefer the nitrous oxyd gas for such pur- 
poses, and should always use it were it at hand or to be procured 
with proper appliances. Edmund B. Richardson." 

Sworn before 

H. L. Rider, N. P. 



Extract from the Deposition of Walter S. Williams, of 
Hartford, Connecticut. 

" I accordingly took the chair, and Dr. Terry administered to me 
what I supposed to be the newly-invented gas by Dr. Wells. This 
was administered to me from a mouth-piece attached to a pipe, 
leading to a bottle or bag. I inhaled the gas, and very soon be- 
came insensible. Dr. Terry then applied his instruments, but did 
not succeed in extracting it. When I came to myself, which seemed 
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like waking out of sleep, I saw Dr. Terry standing by my side 
seemingly exhausted ; he said : ' I tried with all my might, but 
could not fetch it.' I experienced no pain whatever during the 
operation." 

" I know that Mr. William H. Burleigh had teeth extracted 
some time previous to this. My impression is, it was about a year 
previous ; it might have been the winter before. It is my impres- 
sion the same agent was used in Burleigh's and my own case that 
was used by Colton and Cooley, commonly called laughing-gas." 



IV. The evidence adduced hitherto appertains to cases 

OF DENTISTRY ONLY, BUT THE AVAILABILITY OF THE NEW AGENT 
FOR SURGICAL PURPOSES FOLLOWS AS A CERTAIN INFERENCE FROM 
SUCH PREMISES. 

There is no operation more exquisitely painful than the extrac- 
tion of a tooth firmly fixed in the jaw, and an agent which renders 
the system insensible under such circumstances, must be suscejDtible 
of universal application. But fortunately we are not obliged to 
rely on inferences from the dental practice of Dr. Wells and his 
associates at Hartford. We have, in the following cases, conclusive 
proof that the application of nitrous oxyd gas has a range not 
less extensive than that of the surgeon's knife : 

THE CASE OF HENRY A. GOOD ALE. 

Extract from the Deposition of P. W. Ellsworth, M.D., of 
Hartford, Connecticut. 

"At a subsequent period, to wit, about a fortnight or three 
weeks before the death of Wells, I amputated the thigh of a boy by 
the name of Goodale, in the presence of Dr. Wells and a number of 
physicians. I first administered the gas, and then took off the 
thigh just above the knee. It was a very bad case, and was well 
calculated to test the power of gas. The operation was entirely 
successful, and fully equal to any similar operation under the influ- 
ence of sulphuric ether or chloroform." 
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There is a report of this case by Dr. Ellsworth, to be found in 
The Boston Medical and Surgical Journal, vol. 37, (No. 25,) p. 498. 
After describing the condition of the patient as most deplorable, he 
proceeds as follows : 

" January 1st, 1848, with the assistance of Drs. Hall and Gr. B. 
Hawley, and H. "Wells and Mr. Reed, dentists, the operation was 
performed with the most gratifying results. The nitrous oxyd gas 
was given as recommended by Mr. Wells, having been previ- 
ously thoroughly washed, which greatly increases the power of 
the agent and the rapidity of its effects. The lad was in a very 
unpleasant state of mind, being greatly alarmed at the number of 
persons standing round, yet ten or twelve inspirations rendered him 
perfectly quiet. The limb was now elevated without any appear- 
ance of consciousness, and removed by the double flap incisions 
about three inches above the knee." 

" Upon the lad's arousing from the state of insensibility, he in- 
quired whether the leg was off. He said he did not know when 
the incisions were made, but did when the bone was sawed, though 
it was evident it was not pain which he felt, but the jar of the sys- 
tem, as has been expressed by older patients when under the effects 
of ether. After securing the arteries, several stitches were taken, 
when the lad was in his natural state ; of this he complained bit- 
terly, and to such an extent that the gas was again given. I now 
cut off a portion of the popliteal nerve, which might have been 
pressed between the lower flap and bone, and took the last stitch. 
Of these he was totally unconscious. Up to the present time the 
patient has been mending ; not the slightest bad symptom has fol- 
lowed, as the effect of the gas, and every anticipation is cherished 
of a speedy recovery under the care of his able physician, Dr. Hall." 



Deposition of Eli Hall, M.D., of East-Hartford, Connecticut. 

" I, Eli Hall, of the town of East-Hartford, county of Hartford, 
and State of Connecticut, of lawful age, depose and say : I have been 
engaged in the practice of medicine and surgery since the year 
1807, and have been" settled in the town of East-Hartford, in the 
practice of my profession, for the period of fourteen years. I was 
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somewhat acquainted with the late Dr. Horace Wells of Hartford, 
and was aware that he had discovered some agent by which dental 
and surgical operations might be performed without pam. 

" About the first of January, 1848, an operation was performed 
on Henry Goodale, of East- Hartford, a patient of mine, for the re- 
moval of the thigh. Dr. Horace Wells had been notified by me, 
and he desired to give an agent, the nitrous oxyd gas, to relieve 
the pain of the operation. The operation was performed in the 
presence of a number of witnesses, by Doctor P. W. Ellsworth, of 
Hartford. Dr. Wells administered the gas himself. The boy, during 
the operation, was entirely quiet. I held the limb, and he made no 
motions. He said he felt no pain during the cutting, but said he 
knew when the bone was sawed. Dr. Wells gave him the gas the 
second time in order to allow a large nerve to be divided. I think 
this operation was very successful, and proved that the nitrous oxyd 
gas is fully equal to any agent for the annihilation of pain in dental 
and surgical operations. Eli Hall." 

Dated at Hartford, the 6th day of January, 1853. Further de- 
ponent saith not. 

Sworn before me, H. L. Eidee, N. P. 



Deposition of G. B. Hawley, M.D., Hartford, Connecticut. 

"I, G. B. Hawley, of the city and county of Hartford, and State 
of Connecticut, of lawful age, depose and say : That I am in the 
practice of medicine and surgery, and have been settled in the city 
of Hartford thirteen years, in the practice of my profession. I was 
acquainted with the late Dr. Horace Wells, of said Hartford, and 
well aware of the discovery which he had made of an anaesthetic 
agent for dental and surgical operations. I have no knowledge of 
the use of this agent, as administered by said Wells, except in the 
case of the boy Goodale, of said Hartford, operated on by Dr. Ells- 
worth, January 1, A.D. 1848, in which case the nitrous oxyd gas 
was administered ; this operation was performed with apparently 
little suffering by the boy ; and on inquiry after the operation, he 
replied that he felt no pain when the limb was amputated. 

" After the amputation under the influence of nitrous oxyd, the 
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division of the popliteal nerve, which had not retracted sufficiently, 
gave no suffering. Persons under the influence of anaesthetic 
agents often appear to suffer, while they state on recovery from the 
effects of gas, ether, or chloroform, that they had no pain. On re- 
freshing my memory, by reading the report of the Goodale case in 
the Boston Medical and Surgical Journal for June 17, 1848, writ- 
ten January 8, 1848, seven days after the operation, I recognize the 
accuracy of the description. In all the operations I have attended 
or performed, I find that it is necessary, if they are protracted, to 
repeat the anaesthetic agent, whether gas, ether, or chloroform is 
administered. In my former deposition, before Erastus Smith, I 
stated the impression made upon my mind during the operation on 
the Goodale boy, but with my present experience of the use of 
anaesthetic agents, and more mature reflection, I am aware that 
there may be an apparent suffering, which is not real to the patient ; 
and this operation was as successful as other operations with ether 
or chloroform which I have since witnessed or performed. As far 
as I know, Dr. Wells is considered by the medical men of my ac- 
quaintance, as having first brought into public notice an anaesthetic 
agent for medical and surgical purposes. G. B. Hawley." 

Dated at Hartford, the 14th day of December, 1852. 

Sworn before me, H. L. Eider, K P. 



After the foregoing deposition touching the Goodale case had 
been taken, Dr. Morton caused the young man himself to be ex- 
amined, as follows : 

Henry A. Goodale. 

Qucs. What is your residence, age, and occupation? 

Ans. I reside in East-Hartford, my age nineteen years, am a 
segar-maker. 

Ques. Have you had a leg amputated, by whom and when, and 
was any thing administered to you to prevent pain ; if yea, when 
and by whom ? 

Ans. I had a leg amputated by Dr. Ellsworth, I think the 1st of 
January, 1848 ; something was given me to prevent pain, by Dr. 
^r e ll s __I inhaled it from a bag. 
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Ques. How many times did you inhale from the bag ? 

Ans. Twice. 

Ques. Will you state whether Ellsworth requested Dr. Wells to 
give it again because you were in much pain ? 

Ans. He did. 

Ques. What did Mr. Wells say when Dr. Ellsworth requested 
him to give more gas ? 

Ans. He said he thought it would not be best, as I was too weak 
to have any more. 

Ques. Did Dr. Wells decline giving any more ? 

Ans. He did. 

Ques. During the time Dr. Ellsworth was at work upon the limb, 

after the gas was first given, did you experience great pain ? 

Ans. I did. 

Henry A. Goodale. 

December 18th, 1852. 

Sworn before 

Erastus Smith, U. S. Commissioner. 



Whether Dr. Morton has advanced his pretensions by causing the 
foregoing deposition to be taken, it will not be difficult to determine 
after a perusal of the evidence subjoined, which his effort to break 
down the Goodale case has called forth. 

Deposition of Henry A. Goodale, of Hartford, Connecticut. 

" I, Henry A. Goodale, of Hartford, being of lawful age, depose 
and say : That I resided in East-Hartford in 1848, at which time, 
on the 1st of January, my leg was cut off by Dr. Ellsworth in the 
presence of Dr. E. Hall, Dr. H. Wells, Henry Kilbourn, and others, 
but I do not remember who at the exact time of the operation. 
Dr.- Wells gave the gas out of a large bag. I was afraid at first 
to take the gas, but finally was persuaded to do so. Do not remem- 
ber being taken up and brought to the edge of the bed. Eemem- 
ber seeing the knife, but not until the operation was over. Do not 
remember when the knife entered the flesh: did not remember when 
the knife cut out; think I felt a kind of jar when the bone was 
sawed. Do not remember when Dr. Ellsworth cut off the largo 
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nerve, but remember taking gas several times. Was not sensible 
of suffering during tlie cutting and sawing. When Dr. Ellsworth 
began to sew up the wound it hurt me a great deal, and I asked 
for the gas — do not know whether more was given or not. I felt 
pain -after the leg was taken off while it was being dressed, and 
after I was put back into bed. Do not think that I felt any pain 
until the leg was off. Am sure I was a great deal better off for 
taking the gas, than I should have been otherwise. I think the 
gas was given twice and refused once when I asked for it. I think 
some one said I was too weak to bear any more ; this was while 
the stitches were being taken. Do not remember with certainty 
who said I was too weak. I stated in a former deposition, if I re- 
member right, in reply to the question, ' Whether I experienced 
pain during the whole operation ? ' that I did. I think this has 
been misunderstood, for I did not mean that I experienced pain 
continually during the operation, but merely that during the opera- 
tion there was a time when I experienced pain, and that was during 
the dressing and tying of the arteries, meaning the time after the leg 
was removed, but not the whole time when Dr. E. began to cut 
until the stump was done up ; but only during the part as before 
expressed toward the close, during the dressing and tying of the 
arteries. Henry A. Goodale." 

Hartford, January 25th, 1853. 

Sworn before 

H. L. Eider, K P. 



Deposition of Ralph Goodale, of East-Hartford, Connecticut. 

" I, Ealph Goodale, of the town of East-Hartford, county of 
Hartford, and State of Connecticut, of lawful age, depose and say : 
I am the father of Henry Goodale, the boy whose leg was amputat- 
ed by Dr. P. W. Ellsworth, on the first of January, 1848. ' I was 
present in the room immediately before the operation was perform- 
ed upon my son, and I saw the gas, called nitrous oxyd, adminis- 
tered to him from a large black bag. Before I left the room he 
became utterly unconscious ; and I saw him taken up and turned 
crossways upon the bed. His leg was brought over the edge of the 
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bed ; and all tliis was done apparently without pain to my son, 
although before the gas was given, he could not be touched or 
moved at all without a great outcry; and even the walking 
across the room caused him great pain. After the gas was ad- 
ministered, I left the room, and before I returned, the Doctor had 
nearly finished the dressings, and the leg lay upon the floor, by the 
stove. My son has told me a great many times that he felt no pain 
during the operation, until the leg was off. He said the gas was 
given to him afterwards when the stitches were taken ; and while 
under its influence he felt no pain. Every body present seemed 
to be highly pleased with the effects of the gas. 

" Some time about the last of November, 1852, Horace Cornwall, 
of Hartford, called at my house and made inquiries of myself and 
wife, respecting this operation, and talked of taking our depositions. 
We gave him substantially the same statement as above, and Mr. 
Cornwall has not since been here. . Kalph Goodale." 

East-Haetford, January 24th, 1853. 

Sworn before 

H. L. Eider, N. P. 



Deposition cf Eliza Goodale, of East-Hartford, Connecticut. 

" I, Eliza Goodale, of the town of East- Hartford, county of 
Hartford, and State of Connecticut, of lawful age, depose and say : 
I am the mother of Henry Goodale, the boy operated upon by Dr. 
P. W. Ellsworth, in this town, on the 1st of January, 1848. At 
the time of the operation my son was fourteen years of age, and 
very small for one of his age. He was exceedingly irritable, and 
had five large sores on his back where the bones could be seen. 
The doctors said he could not live but two or three days, unless 
the limb was removed. The room, at the time of the operation, 
was full of spectators ; I was in an adjoining room with Mrs. Eliza 
Chandler. There was a period of perfect quietness in the room 
where my son was. After which I heard the bone sawed, and soon 
after which I heard some exclamation from my son, and went into 
the room ; I saw the leg lying on the floor. I was immediately 
led out without having an opportunity to see more. When I en- 
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tered the room the next time where my son was, the doctors had 
gone. 

" I have heard my son say a great many times since the opera- 
tion, that he knew nothing about the operation, and felt no pain. 
He has said he had regained his consciousness when the arteries 
were taken up. All the persons who were present at the operation 
and have said any thing to me upon the subject, have expressed 
themselves as highly gratified with the effect of the gas said to have 
been given him. 

" Sulphuric ether was administered to my son some weeks pre- 
vious to the aforesaid operation, for the purpose of boring the 
bone ; but I think it could not have succeeded, as I heard his cries 
several rods from the house. 

Her 
" Eliza ^ Goodale." 
mark. 

In presence of 

" Henry L. Eider, 

"P. W. Ellsworth." 
East-Hartford, January 24th, 1853. 

Sworn before 

H. L. Rider, N. P. 



Deposition of John H. Reed, of Windsor, Connecticut. 

" I, John H. Reed, of the town of Windsor, county of Hartford, 
and State of Connecticut, of lawful age, depose and say : I am a 
surgeon dentist, residing in said Windsor, and practise my pro- 
fession in that town. I was well acquainted with the late Dr. 
Horace Wells, of Hartford, and often saw him at the office of War- 
ren S. Crane, dentist of Hartford, with whom I studied and prac- 
tised. I had often heard Dr. Wells speak of his discovery of an 
anaesthetic agent, and was desirous of witnessing an operation per- 
formed under its influence. 

" On the 1st day of January, 1848, learning that an important 
operation was to be performed in East-Hartford, by Dr. P. W. Ells- 
worth, on a boy, Henry Goodale, while under the influence of ni- 
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trous oxyd gas, I went to East- Hartford, for the purpose of witness- 
ing it, the operation. I found Dr. P. W. Ellsworth, Dr. II all, and 
several men from East-Hartford, present. The boy Goodale was 
upon the bed, very feeble and sensitive, and could not be moved 
or touched without crying out for pain. 

" The gas was administered by Dr. Horace Wells to the boy from 
a large bag. The boy, immediately after a few inhalations of the 
gas, became insensible. He was then brought to the edge of the 
bed, and his leg which was to be amputated, brought over the side 
of the bed. I saw Dr. Ellsworth cut the flesh round the bone, saw 
off the bone, cut off a large nerve, to which my attention was par- 
ticularly drawn, and sew up the wound and dress the stump. I 
could discover no indications of pain or suffering on the part of 
the boy during the cutting of the flesh or sawing of the bone. 
While the stump was being dressed, the influence of the gas had 
somewhat passed away, and the boy then seemed conscious of pain. 
The gas was administered twice certainly to the boy, and he asked 
for it afterwards, when the dressings were completely or nearly 
finished. 

u I was highly pleased with the effects of the gas and the suc- 
cess of the operation. And the boy said, after the operation, he 
felt no pain during the cutting of the flesh, and was barely conscious 
of some of the last pushes of the saw. I stood where I saw the 
face of the boy during the whole operation, and was fully satisfied 
that he suffered no pain while under the influence of the gas. My 
express object in going to East-Hartford to witness the operation 
was, to test the power of the gas in alleviating pain in dental and 
surgical operations. J. H. Eeed." 

East-Hartford, January 27th, 1853. 

Sworn before 

H. L. Rider, K P. 



Deposition of H. P. Kilbourn, of East-Hartford, Connecticut. 

"I, Henry P. Kilbourn, of the town of East-Hartford, county of 
Hartford and State of Connecticut, of lawful age, depose and say : 
that I was present at and witnessed an operation performed by Dr. 
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P. W. Ellsworth, of Hartford, on the boy Henry Goodale, of this 
town, in the presence of many witnesses. Among them was Moses 
Chandler, Eansom Riley, Dr. Hall, and others. Some gas was 
given the boy to quiet him and alleviate the pain of the operation ; 
the gas was given from a large bag. Dr. Horace Wells, of Hart- 
ford, administered the gas to the boy, assisted, in holding the boy, 
by Mr. Riley. When Dr. Wells said, i Now,' Dr. Ellsworth and 
others lifted the leg up, and I saw the Doctor cut through the 
flesh and take the saw to saw the bone. I then stepped to the door 
to prevent my mother-in-law, Mrs. Goodale — the mother of the boy 
— from entering the room. I went out, and was absent a few min- 
utes. On my return Dr. Wells was again giving the gas to the boy, 
and the leg lay on the floor. The boy was entirely quiet under the 
influence of the gas. I did not see the remaining steps of the oper- 
ation, or witness the dressing. He said that he did not know 
when the leg was cut off, but that he remembered one or two of 
the last pushes of the saw. I was entirely satisfied from what I 
saw that the boy suffered no pain during the operation ; and I was 
very much pleased with the effect of the gas in preventing pain, 
as were all who were present. I considered it a very successful 
operation, and the boy made a very rapid recovery. 

" Henry Kilbourn." 
East-Hartford, January 24th, 1853. 

Sworn before 

H. L. Rider, K P. 



Deposition of Moses Chandler, of East-Hartford, Connecticut. 

"I, Moses Chandler, merchantof the town of East- Hartford, county 
of Hartford, and State of Connecticut, of lawful age, depose and 
say : I am well acquainted with Henry Goodale, of said East-Hart- 
ford, who was operated upon by Dr. P. W. Ellsworth, on the first 
of January, 1848. I was present during the operation, the dress- 
ing of the stump, and the night following. Prior to the operation 
the boy was in an exceedingly low state, and it was thought by the 
neighbors that he could not survive long, whether the limb was 
amputated or not. Dr. Horace Wells, of Hartford, administered 
the gas from a large bag, which was placed to the boy's mouth. 
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The boy quickly became insensible, when he was taken up from 
the bed and turned round. Dr. Ellsworth then amputated the leg 
above the knee. The boy was perfectly quiet during this time. 
During the sawing of the bone there was a slight moan, such as I 
have often heard from persons asleep. There was no more ex- 
pression of pain than this, until I had passed the amputated leg to 
some of the spectators. The boy, after the amputation, and many 
times since, told me he felt no pain during the operation until the 
leg was entirely removed. The gas was given to the boy several 
times, once when the stitches were taken ; and, whenever given, 
it had the effect of producing insensibility. The effects of the gas 
in producing insensibility to pain, seemed to be very happy, and 
the success of the operation was very gratifying. While the dress- 
ing of the stump was finishing, the boy asked for more gas, but 
the physicians decided he had better take no more, as it was un- 
necessary. This was after the stitches had been taken. 

" Moses Chandler." 
East-Hartford, January 24th, 1853. 

Sworn before 

H. L. Rider, N. P. 



Deposition of Eansom Biley, of East-Hartford, Connecticut. 

" I, Ransom Riley, of East-Hartford, in the county of Hartford, 
and State of Connecticut, merchant, of lawful age, depose and say : 
I knew the late Dr. Horace Wells, of Hartford, intimately, and 
have had work done upon my teeth by said Wells. I was present 
at an operation performed on Henry Goodale, in this town, by Dr. 
P. W. Ellsworth, on the first of January, 1848, and at the request 
of said Dr. Wells, I held the bag containing the gas to the boy's 
mouth. Dr. Wells managed the cock-stop of the mouth-piece of 
the bag. The boy, before the operation, was as sensitive as any 
one I ever saw, and could not be moved or touched without scream- 
ing. Upon taking the gas the boy became quickly insensible, and 
the necessary movements were made. Dr. Ellsworth carried the leg 
over the edge of the bed, and cut it off above the knee. The boy 
seemed to be entirely insensible, and made no expressions of pain 
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until after the leg was amputated. It was a great wonder to me 
that a leg, which was before so sensitive, could be taken up in such 
a way and cut off without pain. The gas was given to the boy 
several times at his request, until it was thought by the physicians 
and Dr. Wells to be no longer necessary. Whenever the boy took 
the gas he was perfectly easy. When the operator commenced 
taking the stitches, the boy complained somewhat : more gas was 
given him, and he remained quiet until this stage of the opera- 
tion was finished. I think the boy asked for the gas after this 
repeatedly, but the physicians decided he had better take no more, 
as nothing remained to be done but to complete the dressings. 

" The boy appeared not to have suffered from the effects of the 
gas, and made a very happy recovery. Eansom Eiley." 

East-Hartford, January 24th, 1853. 
Sworn before 

H. L. Eider, N. P. 



Deposition of Eliza Chandler, of East-Hartford, Connecticut. 

"I, Eliza Chandler, of the town of East-Hartford, county of 
Hartford, and State of Connecticut, of lawful age, depose and say : 
That I am well acquainted with Henry Goodale, of said East-Hart- 
ford, and was with Mrs. Eliza Goodale, the mother of Henry, when 
Dr. W. P. Ellsworth, of Hartford, amputated the limb of said 
Henry, on the first of January, 1848. I was in a room adjoining 
the one where the operation was performed, and I was not aware 
that the operation was being performed, except by the perfect 
silence followed by the sawing of the bone. I went into the room 
soon after to get the bloody clothes. The boy was then beginning 
to regain his consciousness. I saw the gas given from a large bag 
to the boy after this. If I remember correctly, the gas was given 
twice, and I think I heard something said about a large nerve being 
cut off. I saw the gas given to the boy the first time, and he 
quickly became insensible, and I think the gas was given twice 
after this. At the time the stitches were being taken I passed 
through the room, and the boy was then insensible. I came home 
very much astonished and delighted to know that such operations 
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could be performed without pain. All the persons who were 
present at the operation, and with whom I have conversed, ex- 
pressed the same views. It was generally thought the boy could 
not live through the operation, but he got along remarkably well. 

" Eliza Chandler." 
East-Hartford, January 24th, 1853. 

Sworn before 

H. L. Eider, N. P. 



THE CASE OF MRS. GABRIEL. 
Deposition of Mary Gabriel, of Ansonia, Connecticut. 

" I, Mary Gabriel, of Ansonia, in the county of New-Haven, 
Connecticut, being of lawful age, depose and say : I knew the late 
Dr. Horace "Wells, dentist, of Hartford. On the 4th of January, 
1848, he, Dr. "Wells, was present, and administered the nitrous oxyd 
gas to me during a surgical operation. At that time I was residing in 
Bristol, and came to Hartford, to have the operation performed, which 
consisted in the removal of a fatty tumor from my right shoulder, 
weighing six and a half ounces. This was performed by Dr. S. B. 
Berresford, assisted by Drs. Grant and Crary. Dr. Wells gave me 
the gas himself from a large black bag. I stopped at the time at the 
house of Mr. T. S. Parker, in South-Prospect street, in said Hart- 
ford, where I remained until I returned to Bristol. I did not feel 
any pain at all during the operation, which lasted five minutes. 
At first I could hear a few sentences spoken by Dr. Berresford, but 
quickly all consciousness was gone, and I remained unconscious 
until the tumor was removed. 

" I do not remember when I first heard of nitrous oxyd gas or 
ether being used for annihilating pain, but long before the opera- 
tion spoken of above was performed, I had heard of Dr. Wells' dis- 
covery, and never, until after the said operation, did I hear that 
any one attempted to claim the honor of the discovery of the use of 
nitrous oxyd gas or ether for the relief of pain in surgical opera- 
tions, excepting said Wells, and further the deponent saith not. 

" Mary Gabriel." 

Dated at Hartford, the 12th day of January, 1853. 
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Deposition of S. B. Berresford, M.D., of Hartford, Connecticut. 

Dr. S. B. Berresford. 

Ques. What is your age and occupation ? 

Ans. I am forty-six, and a physician and surgeon. 

Ques. How long have you resided in Hartford ? 

Ans. About eighteen years. 

Ques. Did you know the late Dr. Wells in 1845 and 1846 ? 

Ans. I knew him as a practising dentist. 

Ques. Have you any personal knowledge of any discovery by 
him of the use of any anaesthetic agent in surgical operations pre 
vious to October 1st, 1846 ? 

Ans. I was present at no operation of the kind, and had no per- 
sonal experience. 

Ques. Have you ever made use of nitrous oxyd gas as an anaes- 
thetic ; if you have, when first, and who was the patient operated on ? 

Ans. Yes ; I operated in this city, January 4th, 1848, on Mrs. 
Charles Gabriel, removing from the neighborhood of her shoulders 
a tumor, while under its influence. 

Ques. Have you ever made use of nitrous oxyd gas in any sur- 
gical operation since ? 

Ans. No, sir. 

Ques. Have you any knowledge of any experiment or use of any 
anaesthetic agent by Dr. Wells, except that derived from hearsay ? 

Ans. All I know was derived from hearsay, previous to the date 
of this operation. 

Cross-examined. 

Ques. When did you hear of the discovery, by Dr. Wells, of an 
anaesthetic agent ? 

Ans. Two or three years previous to the operation. 

Ques. Was not Dr. Wells' discovery a matter of great notoriety 
and comment during the years 1845 and 1846 ? 

Ans. Yes, sir, I frequently heard the matter alluded to. 

Ques. Was not his discovery the subject of frequent discussion, 
in your medical meetings, about that time ? 

Ans. I can not remember with sufficient distinctness to enable 
me to answer that question. 
5 



66 

Ques. Did you, during the year 1845, hear that any other than 
Dr. Wells claimed to have discovered any anaesthetic agent ? 

Arts. No, sir. 

Ques. How large was the tumor of which you have spoken ? 

Ans. From recollection, I should say from five to seven ounces. 

Ques. How long was the patient under the influence of the nitrous 
oxyd gas ? 

Ans. I should think six or seven minutes under its complete in- 
fluence. I speak from recollection. The mass was removed in five 
or six minutes, and she very soon recovered her perception after 
it was taken out. 

Ques. "Was the operation successful and satisfactory ? 

Ans. It was. The patient felt no pain during the removal of 
the tumor. 

Ques. Did Dr. Wells administer the gas ? 

Ans. Yes. 

Ques. Was not the above operation as successful and satisfactory 
as any you have ever performed with any other anaesthetic agent ? 

Ans. It was quite as successful as any, so far as destroying sensi- 
bility was concerned. 

Ques. Do you know that Dr. Wells was obliged to abandon his 
profession sometimes, on account of ill-health ? 

Ans. I think I remember hearing Wells make a statement to 
that effect. 

Ques. Did Dr. Wells ever abandon his claim as the first dis- 
coverer of an anaesthetic agent ? 

Ans. Never, to my knowledge. 

Ques. Was he not generally regarded by the profession as such dis- 
coverer ? (Objected to.) 

Ans. He was, by the profession in this city. 

Direct resumed. 

Ques. Can you state that any person of the medical profession, 
in this city, regarded him as the original discover of the use of an 
anaesthetic agent ? 

Ans. I can not state any particular individual ; but I know that 
it was the general opinion of the faculty here, that he was entitled 
to that credit. 

Last part of answer objected to. 
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Ques. What do you mean by the general opinion of the faculty ? 

Ans. The only opinion I heard expressed. 

Ques. Do you mean to say that before October, 1846, you heard 
the matter of any discovery of anaesthetic agent, by Dr. Wells 
talked of ? 

Ans. Two or three years before the operation above spoken of, 
I frequently heard the matter alluded to. I can not specify dates, 
nor answer more fully. 

Ques. You say the operation you have spoken of was quite as 
successful as any you ever performed, so far as destroying sensi- 
bility was concerned. In what was the operation not as success- 
ful? 

Ans. The patient was very faint and depressed, for about half an 
hour after recovering her perception. 

Ques. Was not the administration of the gas in this case attended 
with asphyxia ? 

Ans. I think not. 

Ques. What was the appearance of the face of the patient? 

Ans. At this distance of time I can not remember, to speak with 
precision. 

Ques. Have you any idea that Dr. Wells ever perfected, and 
brought into general use, nitrous oxyd gas as an anaesthetic agent 
in surgical operations ? 

Ans. No, sir ; I do not think he did. 

Ques. Is nitrous oxyd gas, in your judgment, a valuable anajs- 
thetic agent in surgical operations ? 

Ans. I have never used it, but in the case above alluded to, and 
give a decided preference to chloroform, in surgical operations. 

S. B. Bekresford, M.D. 
Sworn before 

Erastus Smith, 

U. S. Commissioner. 



Extract from the Deposition of David Crary, M.D., of Hartford, 

Connecticut. 

" On the 4th of January, 1848, I assisted Dr. Berresford in re- 
moving a tumor from the shoulder of Mrs. Mary Gabriel, at the 
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bouse of Thomas Parker, in South-Prospect street in this city. 
The nitrous oxyd gas was given to Mrs. Gabriel at this operation by 
Dr. AYells himself. After the gas was given, the bag was removed, 
and I think no more gas was inhaled by Mrs. Gabriel during the 
operation, which lasted about five minutes. Mrs. Gabriel was per- 
fectly quiet ; appeared to suffer no pain during the operation, and 
so stated on her return to consciousness. I was greatly pleased 
with the effects of the gas. I have often seen chloroform given, 
and have used it myself, and in one instance I attempted to use 
sulphuric ether. I think the nitrous oxyd gas proved quite equal 
to chloroform, and greatly superior to the ether in its effects. My 

experiment with the ether was a failure." "I know 

that in cases of the use of chloroform, where lengthy operations 
have been performed, it has been necessary frequently to reapply 
the inhaler to the mouth of the patient. I do not recollect any 
case where a larger period elapsed, without a readministration of 
the chloroform, than in the case of Mrs. Gabriel ; and, therefore, 
as the gas is quicker in its effects than chloroform, and much 
quicker than ether, as enduring, so far as I have seen, pleas- 
anter to inhale than ether, and is safer than chloroform, it certainly 
appears to me it would supersede both of these agents were it not 
for the trouble in its preparation." 

" I believe the effects of ether and nitrous oxyd gas are mucli 
alike on the body ; that if Anaesthesia was a property found be- 
longing to one, it would be predicated of the other. It certainly 
would be at once suggested to any one who has witnessed the simi- 
lar effects of these agents. The real merit of the case consists in 
proving a power of preventing pain as belonging to one of them, 
and this merit I fully believe belongs to the late Doctor Horace 
Wells." 



AN ANONYMOUS CASE. 

Deposition of E. E. Marcy, M.D., of the city of New- York. 

" I, E. E. Marcy, surgeon and physician in the city and county 
and State of New- York, being duly cautioned and sworn, do 
depose and say : that the article published in the Boston Medical 
and Surgical Journal, of September 1, 1847, being No. five of vol- 
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ume thirty-seven, entitled ' Eemoval of a large scirrhous testicle 
from a man while under the influence of nitrous oxyd gas,' was 
written by me in Hartford, near August 21, 1847 ; I being at that 
time a resident of that city, and the said article is to the best of my 
knowledge and belief true. 

" There were present during the operation, besides Dr. "Wells, 
who administered the gas, and myself, Drs. Taft and Lee, of Hart- 
ford, besides other gentlemen whose names I do not recall. 

" The complete success of the nitrous oxyd gas in this operation 
producing, as it did, entire insensibility to pain of the nervous sys- 
tem, without, at the same time, affecting mental consciousness, 
together with the absence of any bad result from its use, occasioned 
me from the first to place a high value upon this agent for all pur- 
poses of Ansesthesia. And further the deponent saith not. 

" E. B. Marcy." 
Sworn before 

E. P. C, Notary Public. 



Extract from the Boston Medical and Surgical Journal, 
September 1, 1847, No. 27. 

" REMOVAL OF A LARGE SCIRRHOUS TESTICLE FROM A MAN WHILE 
UNDER THE INFLUENCE OF NITROUS OXYD GAS. 

11 The subject of the operation was a young man, twenty-four years 
of age. He had been afflicted with an enlargement of the testicle 
for about a year past. Within the last few weeks the disease pro- 
gressed so rapidly that the lower portion of the gland and scrotum 
became gangrenous, and sloughed. The case was highly unfavor- 
able in every respect ; yet believing extirpation to be the only 
means which could save the man's life, the operation was performed 
on the 17th of August, the protoxide of nitrogen having been 
previously administered by Dr. Wells, the discoverer. The patient 
commenced inhaling the gas at half-past one o'clock P.M., and 
after about one minute from this time the operation was commenc- 
ed. At the first incision there was a slight manifestation of pain, 
(the full effect of the gas not having yet been received,) but from 
this instant until the diseased mass was removed, and all the blood- 
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vessels secured, (there being quite a number which required liga- 
tures,) there was not the slightest consciousness of pain on the part 
of the patient. We were satisfied that this was the fact during 
the operation, from the placid and happy expression of his coun- 
tenance, from the entire absence of all muscular efforts, and from 
the natural and unexcited state of the pulse (this having remained 
without any apparent variation during the whole period.) The opera- 
tion was necessarily tedious and protracted on account of the great 
size of the gland, the extensive and firm adhesion of the integuments 
to the diseased structure, and the unnatural enlargement of several 
arteries which required ligature. The whole period consumed, 
from the commencement of the operation until the vessels were 
secured, was not far from fifteen minutes. On questioning the pa- 
tient afterwards, he asserted that he experienced a slightly painful 
sensation at the commencement of the first incision, but from that 
time until the dressings were applied, he was entirely unconscious 
of any pain. 

"After the operation, he expressed himself as feeling perfectly 
well, except some smarting in the wound ; no pain or other un- 
pleasant feeling in the head or any other part of the body ; pulse 
regular and natural, as before the operation. 

"August 18th. — Since the operation, the patient has suffered no 
pain or other unpleasant symptoms. Pulse eighty -two, and moderate- 
ly firm. Expresses a strong affection for the gas-bag, and an earnest 
desire to retain it in his possession as the grand balm for the pains 
and troubles of his life." 



Extract from the Deposition of Cincinnatus A. Taft, M.D., of 
Hartford, Connecticut. 

" I was present at and witnessed an operation — the removal of 
a large scirrhous testicle, performed by Dr. E. E. Marcy, now of 
New- York, then of this city. The operation was performed in 
Hartford. Dr. Horace Wells was present among others, and ad- 
ministered the nitrous oxyd gas to the patient. The testicle was 
nearly as large as my double fist, and was removed without pain 
to the patient, as he said, on recovering from the effects of the gas. 
This operation was performed, as I recollect, about the commence- 
ment of the year 1848." 
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The testimony under this head can be appropriately closed by 
another citation from the deposition of Professor Abner Jackson, 
of Trinity College, Hartford, Connecticut, as follows : 

" That I was very well acquainted with the late Dr. Horace 
Wells, of said city ; that very soon after he discovered that the 
nitrous oxyd gas would produce insensibility to pain under dental 
operations, he mentioned the fact of such discovery to me. I did 
not previously know that it would produce such effect, but the 
moment he mentioned it, I perceived at once, from my knowledge 
of the properties of this agent, that the discovery was genuine. 
This was long before any thing was known in this community of 
the claims of Dr. Morton. I had previously been in the habit of 
administering nitrous oxyd gas, and had seen many under its in- 
fluence. I had been under its influence myself, and from my ob- 
servations I was satisfied it might produce the effect which Dr. 
Wells said it would. The discovery of Dr. Wells became im- 
mediately known in this city, and was the subject of frequent con- 
versation among those who took an interest in such matters, and 
he is universally believed here to have been the first to discover 
the anaesthetic properties of this agent." ...'." He under- 
stood well and seemed to appreciate highly the importance of this 
discovery, and to him should, in my judgment, be awarded the 
whole merit of this boon to humanity. Dr. Wells was a person of 
a peculiarly philosophical turn of mind, and was very much more than 
an ordinary person. I was in the habit of employing him in his 
profession for many years, and took a deep interest in his conver- 
sation. He was accustomed to extend his inquiries much beyond 
the scope of his profession, and was well suited to make such a 
discovery." 



The complication and extent of the evidence here adduced, 
touching the proceedings of Dr. Wells and his friends, at Hartford, 
consequent on his great discovery, would seem to make some ob- 
servations proper, if not necessary. 

1. Every impartial mind must, in view of the facts proved, be 
deeply impressed by the many admirable traits of character dis- 
played by Dr. Wells. The utmost probity, sincerity, frankness, 
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disinterestedness, characterized his course from beginning to end. 
Unlike Dr. Jackson, if his pretensions be well founded, he did not 
make a great and vital discovery and then lock it up in his own 
breast for years, and unlike Dr. Morton, he did not resort to artifice 
to conceal his footsteps and to shroud himself in darkness ; but no 
sooner had the great idea entered his mind, than he caused it to 
flash out like the noonday sun. Nor did he endeavor to make 
merchandise of the new art, or seek to secure to himself exclusive 
privileges by the agency of our patent laws. He had made a dis- 
covery dear to humanity, and gave it to mankind. The idea of 
seeking a reward at the hands of Government, never entered his 
heart, nor is it sought now by his family, though poor and desti- 
tute, except in resistance of the groundless pretensions of Wm. T. G. 
Morton. And his self-sacrificing spirit was not less remarkable 
than his rectitude and disinterestedness. No sooner had he con- 
ceived the idea of Anaesthesia, than he determined to submit his 
own person to the hazards of the experiment, and it was done. 
Let the reader compare his course in this respect with that of Dr. 
Morton, as described by himself in his memoir to the French 
Academy, for which see what purports to be the report of the Hon. 
Mr. Bissell, House of Kepresentatives last session of Congress, 
pp. 11, 12, and 13. 

2. Perhaps few men have been better suited to make such a dis- 
covery than was Dr. Horace Wells. Dr. Riggs says of him : he 
" was enthusiastic and sanguine in the pursuit of objects to which 
he turned his attention." Dr. Marcy says : "He possessed a pecu- 
liarly active, investigating, and philosophical mind, and was, there- 
fore, almost constantly engaged in researches and inquiries, such as 
would naturally attract the attention of a man of his taste." Dr. 
Ellsworth says : " He possessed an active and inquiring mind, was 
inventive and versatile, his mind passing with great rapidity from 
subject to subject, and this gave to his course the appearance of 
fickleness, at least to some extent." And Professor Jackson says, 
that "he was a person of a peculiarly philosophical turn of mind 
and much more than an ordinary man." 

3. He not only promptly brought his conception of Anaesthesia 
to the test of experiment, but pursued it with a vigor and enthusi- 
asm of which it would be difficult to find a parallel. " He under- 
stood well," says Professor Jackson, " and seemed to appreciate 
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highly the importance of his discovery." Hence he visited Boston in 
one short month after that discovery was made, to make it known to 
the faculty there, with a view to its introduction into general sur- 
gical and dental operations; and although he was repelled with 
incredulity, if not with derision and contempt, and although he 
returned to Hartford with his feelings greatly wounded and his 
spirits depressed, yet his confidence in the new agent was not shaken 
in the least. He strenuously insisted that he could convince any 
one of the truth of his allegations, who would give the subject a 
candid investigation, and that within five years Anaesthesia would 
become universal in surgical practice. He not only consecrated 
his energies night and day, for weeks and months, to the extraction 
of teeth, but was incessantly making experiments with a view to 
improvement in the new art. " During the time he was engaged 
in his profession," says Dr. Terry, " he continued to make im- 
provements in the construction of his inhaling apparatus, in the 
nitrate of ammonia, of which the gas was made, in the gas itself and 
its mode of preparation, from the time of his discovery to his death." 
" I know," says Dr. Ellsworth, " that Dr. Wells, from the time of 
his discovery up to the time of his death, was making improve- 
ments, both in the preparation and mode of administering the gas, 
and ultimately it became in his hands more efficient than it was in 
the first instance ; the gas was purer, and the instruments were 
better." 

4. There is a fact mentioned incidentally by Mr. Norman W. 
Goodrich, in his deposition, which will serve to illustrate, in a very 
striking manner, the extent to which Dr. "Wells carried the use of 
the gas immediately after his discovery, December 11th, 1844. He 
says that he first attended the extraction of a tooth for Mr. J. G. 
Wells, while under the influence of the gas, during that same 
month, and he then adds : "A few days after the above experi- 
ment, Mr. Wm. H. Burleigh and myself went to Dr. Wells' office 
to have teeth extracted." . . . . " This was just before dusk. 
When we entered the office we found among others a boy who 
held a large tooth in his hand, which he showed us, saying Dr. 
Wells had just extracted it for him, under the influence of the gas. 
He said he felt no pain, and did not know when the tooth was 
pulled. Mr. Burleigh and myself told him we had come to take 
the gas and have teeth extracted. Dr. Wells replied that he had 



been giving the gas and pulling teeth all day, and was so tired and lame 
in consequence, that he ivas unable to do any thing more that day, but 
that if we wanted our teeth out then, he would administer the gas 
and let Dr. Eiggs come in and draw the teeth. We agreed to this 
arrangement," etc. 

5. The efficiency of the gas for anaesthetic purposes, and its truly 
delightful effect, is expressed by Mr. R C. Goodrich in language so 
just and so appropriate, that it can not fail to attract and fix the 
attention of all who are inquiring for the truth. Mr. Goodrich says 
that " in a few seconds after I commenced inhaling the gas, I fell 
into a stupor and partially unconscious state, experiencing at first 
a sense of numbness in my limbs, followed by an indescribably 
rapturous or pleasurable sensation of the brain, and increasing in 
intensity until I seemed, as it were, a mere spark or atom of matter 
floating away in the regions of space." 

" I was not, however, wholly unconscious during the entire 
operation ; I knew when the instrument was applied to the tooth, 
and heard remarks by those present, but I neither felt nor feared 
pain, nor do I believe it possible to have inflicted pain upon me in 
any manner during the time my nervous system remained entirely 
under the influence of the exhilarating gas." 

The deposition of Mr. Goodrich is from his own pen, and as a 
specimen of tasteful composition, would do no discredit to the best 
writers of modern times. 

6. The proof in favor of the gas as perfectly safe and uniformly 
successful, is full and conclusive. Dr. Riggs says that — 

" Several weeks elapsed, after making the discovery, before Dr. 
Wells went to Boston, and during that time operations were many 
times performed upon the teeth by him and myself with this agent 
with the most salutary results, for we never had a failure, and the 
success was better than I have since had w,ith ether or chloroform. 
I consider it a better agent on the whole than either of the others." 

The testimony of Doctors Ellsworth, Marcy, Crary, Terry, and 
others, are to the same effect. Let the reader turn to the case of 
Henry Goodale, and observe how wonderfully — nay, miraculously, 
the nitrous oxyd gas operated under the most painful and distressing 
circumstances. Any one capable of producing such results by an 
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unknown agency, would, a few years ago, have been believed to bo 
endowed with supernatural power. It is impossible for any candid 
man to doubt the availability of the gas for anaesthetic purposes, 
who will attend to the proofs before us. It has not failed in a single 
instance when properly prepared and properly administered, and is 
believed to be fully equal to the best of the other agents. And 
yet Dr. Morton, in face of such an overwhelming mass of testimony, 
has the assurance to deny its availability, and even to insist that 
it is dangerous — that it would produce in some cases asphyxia. 
It is fortunate for the cause of truth and justice that his opinions 
are likely to have little weight with Congress, and produce little 
effect on the final settlement of the question by an enlightened 
public judgment. 

7. The successful application of the nitrous oxyd gas to the extrac- 
tion of teeth long before Morton's pretended discovery, and that 
too in a multitude of cases, furnishes proof conclusive that it was 
equally available in surgical practice. No respectable surgeon can 
be found but that will say that a severe dental operation without 
pain establishes conclusively the availability of the agent in a sur- 
gical case, no matter what it may be. Doctor Wells ever contem- 
plated the extension of his agent from dentistry to surgery ; he was 
incessantly meditating such an extension. He said to Dr. Terry, 
on his return from Boston, in January, 1845 : " There was too great 
hurry, or some defect in preparing the gas, or that the ammonia per- 
haps was not good, but he still expressed a determination to con- 
vince the world that it was a valuable discovery, and a full belief 
that any surgical operation could be performed without pain under 
the influence of the nitrous oxyd gas." What had been the result 
if the operation in the presence of Dr. Warren's class had been fully 
successful, if there had been in Boston at that juncture a little less 
incredulity, and if they had known more of the true character 
of Horace Wells, of his lofty and generous spirit, and of his acute, 
inventive, ingenious, and truly philosophical mind ? The great fact 
so interesting to humanity would have then been developed, and 
would have been thrown into the hands of men competent to ap- 
preciate its value and to do it justice. But Dr. Wells labored under 
great disadvantages. It is true he was surrounded at Hartford by 
highly-accomplished physicians and surgeons, and equally accom- 
plished practitioners of the dental art, but there were no medical 
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institutions, no hospitals, and no corps of learned Professors there, 
with organs of publicity in the form of medical and surgical jour- 
nals. Dr. Ellsworth says : " I had then" (that is to say, in 1845) 
11 an idea of trying this agency in more important operations, but I 
was young in the profession, and it was necessary for me to proceed 
with caution." But Dr. Wells did bring the nitrous oxyd gas to a 
test in a capital operation in the Goodale case on the first of Jan- 
uary, 1848. Dr. Marcy did the same thing in the anonymous case, 
(the character of which need not be repeated here,) and Dr. Ber- 
resford in the Gabriel case, both about the same time. It is conclu- 
sively proved that the nitrous oxyd gas is available in cases of every 
character, is fully equal to, if not better than, chloroform or chloric 
ether, and is much better than sulphuric ether. The reasons for 
this conclusion are stated by Dr. Ellsworth, and several other wit- 
nesses, who have used all these agents, and who are competent to 
appreciate and compare their value. 

8. There is one fact which stands out in front of this whole con- 
troversy, which no ingenuity can undermine, no artifice elude, and 
no strength overthrow, and that is, that Horace Wells was the first 
being on whom an anaesthetic operation was performed in the modern 
sense of that term. He was the first individual tvho inhaled a gaseous 
or vapory substance to paralyze the nerves of sensation ; and the first 
tvho submitted to an operation after that paralysis had been effected. 
When we come to add to this great leading fact, all the vast array 
of other facts establishing incontrovertibly the efficiency and avail- 
ability of nitrous oxyd gas, first, last, and at all times ; and when 
a cloud of witnesses, disinterested and upright, come forward and 
speak of the efforts and successes of Horace Wells, and of the 
validity of his claims, it would seem that mere hardihood of asser- 
tion or impudence of pretension must be of little avail. 
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V. The ascertainment of the anaesthetic properties of 

SULPHURIC ETHER, BY DR. WELLS AND HIS FRIENDS, AT HART- 
FORD, SOON AFTER HIS DISCOVERY OF DECEMBER 11, 1844 ; THE 
REASONS WHY NITROUS OXYD GAS WAS PREFERRED TO THE VAPOR 
OF ETHER. 

Extract from the deposition of E. E. Marcy, M.D., of the city 

of New-York. 

"Witnessing these wonderful phenomena — these new and as- 
tounding facts, the idea at once occurred to me whether there were 
not other substances analogous in effects to the gas, and which 
might be employed with more convenience and with equal efficacy 
and safety. Knowing, as before remarked, that the inhalation of 
sulphuric ether vapor produced similar effects to those of the gas, 
from numerous former trials, as above alluded to, I suggested to 
Dr. Wells the employment of the vapor of rectified sulphuric 
ether, at the same time detailing to him its ordinary effects, upon 
the economy, and the method of preparing the article for use. Our 
first impression was, that it possessed all the anaesthetic properties of 
the nitrous oxyd gas, was equally safe, and could be prepared with 
less trouble, thus affording an article which was not expensive, and 
which could be always kept on hand. At the same time I told 
Dr. Wells that I would prepare some ether and furnish him with 
some of it to administer, and also make a trial with it myself in a 
surgical case which I expected to have in a few days. This 
conversation took place in Dr. Wells' office at the time the tooth 
was extracted from Mr. Goodrich. Accordingly, within two or 
three days after that event, I administered the vapor of rectified 
sulphuric ether in my office to the person alluded to in my conver- 
sation with Dr. Wells, and after he had been rendered insensible 
to pain, I cut from his head an ' encysted tumor,' of about the size 
of an English walnut. Dr. Wells came in during the operation, 
and sufficiently early to form an opinion upon the subject. It was 
entirely successful, and conclusively proved to Dr. Wells and 
myself the anaesthetic properties of ether vapor. Dr. Wells then 
wished me to investigate the subject carefully, and endeavor to 
ascertain whether this vapor was as safe as the gas. He informed 
me that Dr. Riggs had told him that he had inhaled both of these 
substances when in Washington (now Trinity) College, and that it 
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was his impression, from the effects of the two upon himself and 
others, as well as from the views inculcated by Professor Eogers in 
his lectures upon these substances before the class, that the inhala- 
tion of the ether vapor was more dangerous than that of the nitrous 
oxyd gas. Accordingly, at the urgent request of Dr. Wells, I read 
what could easily be procured in relation to both articles, and 
formed the opinion that the constituents of the gas were more 
nearly allied to the atmospheric air than those of ether vapor, that 
the former was more agreeable and easy to inhale than the latter, 
and upon the whole was more safe and equally efficacious as an 
anaesthetic agent, which opinion I communicated to Dr. Wells. All 
this took place before Dr. Wells went to Boston to announce his 
discovery to the faculty there." 



The statements of Dr. Marcy are strongly confirmed by the 
following 

Extract from the deposition of P. C. Goodrich, Esq. 

"Immediately after this operation, to which I submitted," (re- 
ferring to the extraction of one of the teeth, which he so perti- 
nently describes,) " a conversation ensued between Drs. Marcy and 
Wells in regard to the use of ether as a substitute for nitrous 
oxyd gas, in favor of its use as being more easily prepared, though 
not so safe to use, and nearly if not positively identical in its effects 
upon the nervous system. Dr. Marcy expressed himself as per- 
fectly familiar with the effects of ether on the system, and decided 
to use it in a surgical operation which he was shortly after to 
perform." 



Further confirmation of the statements of Dr. Marcy in the 
deposition of Francis A. Thomas, of the city of New- York. 

New- York, December 19th, 1852. 
" This may certify that during the month of December 1844 
being in the office of Dr. E. E. Marcy, of Hartford, Connecticut, I 
heard the Doctor in conversation with a gentleman on the subject 
of Dr. Horace Wells' experiment in extracting teeth without pain— 
a matter at that time of general remark among the community. 
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After the departure of the gentleman, being curious to know more 
of this subject, I inquired of Dr. Marcy regarding the substance 
used by Dr. "Wells in his experiments. He informed me that it 
' was nothing but " laughing-gas," with which all were familiar,' 
or something to this effect. In the course of this conversation, I 
distinctly recollect Dr. Marcy told me that other substances had 
powerful effects in diminishing nervous sensibility, and that he in- 
tended, as soon as he could find a willing subject, to make some 
experiments with sulphuric ether. Dr. Marcy then went to a case, 
and took a vial which he said contained this substance, and told me 
to smell of it, remarking, on my manifesting some timidity, that I 
need not be alarmed, at the same time taking back the vial and 
smelling of it himself. After this I inhaled some of it myself. I 
have since become familiar with this substance, and recollect its 
odor perfectly well. From the conversation with Dr. Marcy, allud- 
ed to above, I became fully satisfied of the similarity existing be- 
tween nitrous oxyd gas and the vapor of sulphuric ether, in their 
anaesthetic effects on the system when inhaled. The only question 
at that time seemed to be which of these two agents was best 
adapted for surgical use ; and it was with the view of deciding this 
question that Dr. Marcy had procured the ether, (which I saw and 
partially inhaled,) for the purpose of administering it whenever an 
opportunity offered. The Doctor spoke of the anaesthetic virtues 
of ether as a fixed fact, he having previously repeatedly experi- 
mented with it on himself. I also recollect that at this interview 
Dr. Marcy informed me that he had a patient suffering from a 
tumor on the scalp, which he intended to remove in the course of 
a short time, and that if possible he should administer the ether in 
this case, with the view of ascertaining its true anaesthetic properties 
in painful surgical operations. I further certify that a few days 
after this conversation I had a carious tooth extracted by Dr. Riggs, 
of Hartford, while I was rendered completely insensible by means 
of nitrous oxyd gas." 

" My present occupation is the study of medicine at the College 
of Physicians and Surgeons, in the city of New- York. 

"Francis A. Thomas. ' 
Sworn before 

H. A. Kerr, Commissioner of Deeds. 



80 



Extract from the deposition of Dr. John M. Biggs, of Hartford, 

Connecticut. 

u Some years before, while attending on a course of lectures by 
Professor Eogers, being then a student in Trinity College, in this 
city, I had been taught that sulhpuric ether produced effects similar 
to nitrous oxyd gas upon the human system, but was cautioned by 
the Professor not to use it, as it was dangerous to life. I communi- 
cated to Dr. "Wells the views of Professor Eogers, and the propriety 
of using sulphuric ether in dental operations was the subject of 
conversation between me and Dr. Wells, but we were deterred 
from experimenting with it by the warning of Professor Eogers. 
This conversation followed immediately after the discovery of the 
effects of nitrous oxyd gas ; and the reason why we spoke of a 
substitute, was the labor of preparing this gas, and its bulk." 



Extract from the deposition of P. "W. Ellsworth, M.D., of 
Hartford, Connecticut. 

"Very early after the discovery of Dr. Wells, and before I 
heard any thing of the pretensions of Dr. Morton, to wit, some 
time in the year 1845, Dr. Wells spoke to me respecting the com- 
parative safety of nitrous oxyd gas and sulphuric ether, and I gave 
him my opinion in favor of nitrous oxyd gas, and advised him to 
confine himself to the use of that agent." 



Extract from the deposition of John Gaylord Wells, of Hartford, 

Connecticut. 

After having stated that he had one tooth extracted while under 
the influence of the gas in the month of December, 1844, and a 
number after at different times, and all without pain, he proceeds 
as follows : 

" On one occasion sulphuric ether was administered by Dr. Wells. 
I am quite sure it was early in 1845, a long time anterior to the 
period when Dr. Morton, of Boston, first announced his discovery. 
The ether was unpleasant in its effects, though the tooth was extract- 
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ed without pain. I therefore advised niy friends not to use it, but 
rather the exhilarating gas." 

" The number of teeth extracted under the influence of the gas 
was five, and one under the influence of ether. In my former de- 
position it was stated six were extracted. It might be inferred that 
it was at one sitting. They were extracted, however, at most part 
at different sittings. Only once did I have two removed at a time. 
I am sure the ether was given early in 1845. The ether was not 
given from a bag, but from some different apparatus." 



Deposition of Professor Valentine Mott, M.D., of the city of 

New-York. 

"I, Valentine Mott, of the city of New- York, surgeon, do affirm, 
that the first intimation I ever had of the probable application of 
the influence of the nitrous oxyd gas or sulphuric ether, to obliterate 
all consciousness of pain in surgical operations, was derived from 
the late Dr. Wells, of Hartford. 

" "When on a visit to New- York, he called upon me and made the 
fact known. He stated that he had used ether for the extraction 
of teeth, and he believed it might be employed for the same pur- 
pose in great surgical operations. 

u As he first applied the ether for the purpose of producing An- 
esthesia, he is fully entitled to the credit and honor of the dis- 
covery. 

" This interview was some time before any publication was made 
any where on the subject. 

" My impression is, that as various chemical agents will produce 
Anaesthesia, they all may be used with proper care. I began with 
sulphuric ether, but after Dr. Simpson, of Edinburgh, sent me his 
pamphlet, I immediately had the chloroform made, and have used 
it ever since, and am perfectly satisfied with it. 

"Valentine Mott." 

New- Yoke, December 20th, 1852. 

Sworn to before me this 23d day of December, 1852. 

II. A. Keee, Commissioner of Deeds. 
6 
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As we are on the subject of sulphuric ether, the following letter, 
from a highly-respectable surgeon in the United States Army, 
may be as properly introduced here as elsewhere : 

Letter from J. B. Porter, M.D., Surgeon in the IT. S. Army. 

" Washington, D. C, January 27th, 1853. 

"Dear Sir : In relation to anaesthetic agents, for subduing pain 
in surgical operations, the following brief statement is submitted. 
Many years ago, the suggestion of Sir Humphry Davy was the 
subject of discussion among the medical students of my class, but 
the honor of having put the ideas and suggestions of others into 
practice, I have always believed to be due to the late Dr. Horace 
Wells, of Hartford, Connecticut. I well remember to have seen 
him announced as the discoverer of this boon to mankind, a con- 
siderable time before the names of Jackson and Morton were heard 
of on the subject; and I was surprised to learn that the latter, 
claiming to belong to an honorable profession, had taken out a 
patent for ' letheon,' or, in other words, sulphuric ether. Did the 
immortal Jenner take a patent for his great discovery ? Did MM. 
Pelletier and Coventou take a patent for their discovery, which 
is a blessing to mankind ? 

" Sulphuric ether was used as an anaesthetic in amputations of 
limbs in injuries from gun-shot wounds, in the summer of 1849, at 
Vera Cruz, Mexico, in the General Hospital, of which I was chief 
surgeon ; and my experience with it was not satisfactory, but the 
reverse, and the employment of it was abandoned. It poisons the 
blood and depresses the nervous system ; inconsequence, hemorrhage 
is much more apt to occur, and union by adhesion is prevented. 
I consider chloric ether a much better anaesthetic agent than either 
sulphuric ether or chloroform. The nitrous oxyd gas might be 
better than any of them, if it could be as easily administered. 

" I have recently noticed, with surprise, in a pamphlet contain- 
ing the report of the Hon. Wm. H. Bisscl, chairman of the Select 
Committee of the House Eepresentatives, to whom was referred 
the memorial of Dr. Wm. T. G. Morton, appendix B, p. 103, the 
following, over my own signature : ' Sulphuric ether -was used in the 
General Hospital at Vera Cruz, Mexico, in the summer of 1847. / 
had charge of that hospital' This is an isolated extract, and is op- 
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posed to the general tenor of my whole communication to the Hon. 
Mr. Bissell, which is adverse to the use of surphuric ether in 
operations for gun-shot wounds. This detached passage makes me 
say, or appear to say, what was never intended, and I must pro- 
test against the proceeding. 

" Please to excuse this hasty letter, for it is necessary that I leave 
to-morrow or the day after. 

" Very respectfully, sir, your most obedient servant, 

"J.B. Porter, M.D., 

Surgeon U. S. A. 

" Hon. Truman Smith, U. S. Senator." 

It should be stated, in justice to the committee of the House, that 
appendix B was obviously no part of the report of the committee, 
but was added by Dr. Morton, who has the responsibility of gar- 
bling the letter of Surgeon Porter. 

The proofs adduced under this head call for the following re- 
marks : 

1. We have, in the facts stated by Doctors Marcy, Ellsworth, 
and Riggs, and by Messrs. Goodrich and Thomas, full confirma- 
tion of the opinions expressed by Professors Jackson, Parker, 
Francis, and others, that it being known that nitrous oxyd gas 
would produce insensibility to pain under dental and surgical 
operations, it would at once occur to any well-informed person that 
sulphuric ether would produce the same effect. Suppose Dr. Marcy, 
in consequence of suggesting ether after Wells had used the ni- 
trous oxyd, had advanced pretensions as a discoverer, might we 
not reply, in the language of Professor Parker, that the substitution 
of the ether for the gas, after Wells had settled the principle, 
" does not deserve the name of discovery " ? 

2. The question of priority, even as respects sulphuric ether, must 
be decided against Dr. Morton. The anaesthetic properties of this 
substance were as*well established at Hartford in the winter of '44-5, 
if not as well known to the public, as they have been at any time 
in Boston. 

3. Nor is that question in the slightest degree affected by its 
non -introduction into general use at Hartford. Dr. Wells had the 
choice of two agents, both ascertained to possess anaesthetic pro- 
perties — he preferred the gas. What if he decided wrong ? Does 
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that error overrule his pretensions as a discoverer of both ? Dr. 
Marcy claims no credit for the suggestions which he made in re- 
spect to sulphuric ether to Dr. Wells ; he has never been so absurd 
as to make any pretensions on that account. The whole investiga- 
tion was originated by Dr. Wells — was conducted by him at his own 
risk, and on his sole responsibility ; and it does not detract in the 
slightest degree from his merit because his friends gave him hints 
as he went along. 

4. Dr. Wells had, then, two agents, to either of which he could 
resort in his practice, both known to have anaesthetic properties, 
and he decided in favor of the gas ; and the proof is ample that he 
decided right. No candid man, who will carefully look over the 
proofs, can fail to come to the conclusion that nitrous oxyd gas is a 
quicker, a pleasanter, and a safer agent than sulphuric ether. Dr. 
Eiggs says : " I have used ether a few times, but with such unsat- 
isfactory results as to abandon it, as being inferior to the gas, and 
I thought more unsafe. Some could not be brought under the in- 
fluence of sulphuric ether so as to destroy sensation." Dr. Ells- 
worth says, that " ether is slow in producing an effect, and dis- 
agreeable — while nitrous oxyd gas is in both particulars the 
reverse." . . " The effect of the gas, after the insensibility has 
passed away, is pleasanter than ether. The latter, during its ad- 
ministration, not unfrequently causes vomiting and nausea." . . 
" Nothing prevents my using the gas now, but the circumstance 
of convenience." J. Gaylord Wells (who had five teeth extracted 
while under the influence of gas, and one while under the influence 
of ether) says : " The ether was unpleasant in its effects, though 
the tooth was extracted without pain. I therefore advised my 
friends not to use it, but rather the exhilarating gas." Mrs. Eliza 
Goodale, (the mother of Henry A. Goodale,) after describing the 
beautiful operation of the gas in the case of her son, says : " Sul- 
phuric ether was administered to my son some weeks previous to 
the aforesaid operation, for the purpose of boring the bone but I 
think it could not have been successful, as I heard his cries several 
rods from the house." Dr. Crary says that the gas is quicker than 
chloroform and much quicker than ether, is more safe, and as en- 
during as the former, and much pleasanter than the latter, and " it 
would," as it appears to him, " supersede both of those agente, 
were it not for the trouble in its preparation ;" and Dr. Marcy says 
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that, on full inquiry as to the comparative value of these agents, 
he came to the conclusion that " the constituents of the gas were 
more nearly allied to the atmospheric air than were those of ether 
vapor, and that the former was more agreeable and easy to inhale 
than the latter, and, upon the whole, more safe, and equally effica- 
cious." It must be borne in mind that these were the opinions of 
gentlemen who were perfectly familiar with the effect and opera- 
tion of both agents, and therefore they are entitled to great weight. 
And then what are we to think of the statements of J. B. Porter, 
of the United States Army, who, on thorough trial in many cases 
of gun-shot wounds, utterly repudiated ether ? One would suppose 
that the Government ought not pay much to Morton for his hum- 
bug patent, if the views of Dr. Porter are correct. 

It must not be inferred from these remarks that the anassthetic 
properties of sulphuric ether are denied ; on the contrary, they are 
fully admitted. But the inferiority of such properties to those of 
the nitrous oxyd gas is insisted on, though the point is not material 
to the present controversy. 

Dr. Morton thus has taken one of two agents used by Dr. Wells, 
and at a subsequent period by nearly two years, applied that agent 
precisely in the same manner and to the same purpose for which 
he (Dr. W.) had applied both, and happening to catch the ear of 
the learned Professors of Boston, (which Dr. Wells could not do,) 
he all at once bursts upon the world as the great discoverer of An- 
aesthesia ; and having bedecked his brows with borrowed plumes, 
he presents himself to Congress in the guise of a great public bene- 
factor, with hands as audacious for the contents of the Treasury as 
they have been for honors due to the memory of the lamented 
Horace Wells. How far he will succeed in snatching either the 
one or the other, it will not, in view of facts brought to light in the 
progress of this inquiry, be difficult to determine. 

VI. Here would seem to be the proper place to take some notice 
of a certain paper, printed by Dr. Morton, and laid on the table 
of Senators at the last session, purporting to be the report of a 
select committee of the House of Representatives, to whom was 
referred, at the same session, the memorial of Morton, asking re- 
muneration from Congress for the discovery of the anaesthetic pro- 
perties of sulphuric ether. In point of fact, no report has ever been 
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submitted to the House, though, doubtless some report was agreed 
on by a majority of the committee, but their powers expired with 
the session, and not having been renewed, the whole inquiry, so 
far as that committee is concerned, has fallen through. The mea- 
sure, which seems to have been adopted by the committee, of per- 
mitting a party in interest to take a copy of an unpresented report, 
and to publish it at his own expense, is, to say the least, unpreced- 
ented, and the practice may be attended with serious abuses. The 
impropriety of this course is strongly illustrated by the fact, that 
one of the majority (Hon. Mr. Eantoul) was unfortunately shortly 
after removed by death, and his substitute, the Hon. Mr. Evans, of 
Maryland, came to conclusions on the merits directly the reverse of 
those at which his predecessor arrived. We have no guarranty 
that this paper has been correctly printed by Morton, and grounds 
will appear hereafter for doubting its accuracy. But however 
this may be, it will be recollected that this paper, so irregularly 
placed before the Senate, was at the last session urged on the 
attention of the body as an authoritative adjudication of the whole 
matter, and as constituting a sufficient basis for granting to Morton 
the large sum of one hundred thousand dollars. A few extracts 
from the report containing what the committee had to offer in the 
proceedings and discoveries of Dr. Horace Wells, will, in connec- 
tion with t'he facts already established, enable us to determine with- 
out much difficulty how far it will do to rely on their opinions and 
conclusions : 

Extract from Page 7. 

" About half a century since, Sir Humphrey Davy, who had 
acted as an assistant to Dr. Beddoes, in the commmencement of 
his career, suggested the possibility that a pain-subduing gas 
might be inhaled, as follows : l As nitrous oxyd, in its extensive 
operation, appears capable of destroying physical pain, it may 
probably be used with advantage during surgical operations in 
which no great effusion of blood takes places.' (Researches on 
Nitrous Oxyd, p. 556.) Upon this hint, Dr. Horace Wells, of Hartford, 
Connecticut, in the autumn of the year 1844, experimented with ni- 
trous oxyd gas in the extraction of teeth ; but the gas being found on trial 
to bs unavailable for the desired purposes, he abandoned his experiments 
in December, 1844, and tried none afterwards.^ 
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Extracts from Pages 18, 19. 

" It is proved that prior to 1844, Dr. Morton was associated in 
practice with Dr. Wells as a surgeon-dentist. That afterwards 
he became a student of medicine with Dr. Charles T. Jackson, and 
<t bo ird t in his family. That in -pursuance of the suggestion of Sir 
Humphrey Davy, mentioned above Dr. Wells was experimenting on 
nitrous oxyd, gas and professed to have been successful in several instances 
in extracting teeth without pain from patients under its influence. That 
in the winter of 1844-5, Dr. Wells came to Boston and desired to 
maks public exhibition of his alleged discovery, when Dr. Morton, 
as his friend; obtained permission for him to exhibit before a public 
assembly, and himself assisted on the occasion. The experiment 
of Dr. Wells proved a failure : he was greatly mortified, and pre- 
sently abandoned the pursuit. 

"It is very reasonable to suppose that this attempt of Dr. 
Wells, although it. resulted unfortunately, did, in connection with 
his profession and his previous studies, turn the mind of Dr. Mor- 
ton still more strongly in that direction. He certainly had just 
reason to hope that, although nitrous oxyd would not produce 
the desired result, he could find some other gas or vapor which 
would." 

Extract from Page 73. 

" The claim in behalf of Dr. Wells rests on his experiments 
with nitrous oxyd, gas referred to by your committee in the early 
of their report. He had the merit of attempting to carry out part 
practically the idea suggested by Sir Humphrey Davy, of render- 
ing by its influence a patient insensible to pain in a surgical 
operation. He has also undoubtedly the merit of having contri- 
buted something in directing the mind of Dr. Morton to the sub- 
ject, and thus aided in conferring this great boon upon mankind. 
Originally he did not claim for himself the honor of the discovery, 
but merely of the attempt, which he admitted to have been fruit- 
less." 

Extract from Page 75. 

" The evidence presented with Dr. Wells' claim shows that den- 
tal operations were in several instances performed without pain by 
Dr. Wells under the influence of nitrous oxyd, which had been 
before known in some cases to produce a total or partial asphyxia. 
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It appears also that the vapor of sulphuric ether was thought of, 
discussed, and finally rejected by him— while the total abandonment 
of the use of nitrous oxyd and indeed of every other agent, shows 
that Dr. Wells' experiments were, on the whole, unsuccessful. He 
engaged in the search and failed to find the object of his pursuit. 
He attempted and endeavored assiduously to carry out the idea to 
practical results, but was not successful. There was great merit in 
the effort, but it proved a failure. 

"Dr. Wells, therefore, in the opinion of your committee, is not 
entitled to the honor of the discovery. He stopped half-way in the 
pursuit. He had the great idea of producing insensibility to pain, 
but he did not verify it by successful experiments. He mistook the 
means, and he unfortunately rejected the true anaesthetic agent as 
dangerous to life, and therefore did not make the discovery and 
give it to mankind. He did what Dr. Beddoes, Sir Humphrey 
Davy, and Dr. Townsend had done about the close of the last cen- 
tury, but nothing more. 

"But he had the signal merit of reviving the investigation, and 
probably of hastening the discovery." 

Extract from Pages 77 and 78. 

" Upon a full examination of the whole case so far as time and 
means were afforded to your committee, they have come to the 
conclusion — 

" 1st. That Dr. Horace Wells did not make any discovery of the 
anaesthetic properties of the vapor of sulphuric ether, which he 
himself considered reliable, and which he thought proper to give 
to the world ; that his experiments were confined to nitrous oxyd 
but did not show it to be an efficient and reliable anaesthetic 
agent proper to be used in surgical operations and in obstetrical 
■ cases." 

These statements and opinions furnish an example of mistake 
and misconception for which it would be difficult to find a parallel 
in the annals of legislation. It is true that the case of Dr. Wells 
was not represented by counsel nor sustained by one-fourth part 
of the proof now adduced in its favor. Both Dr. Morton and Dr. 
Jackson were heard at length by learned and able counsel, who 
were employed several days, it is understood, in addressing the 
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committee, while the destitute widow and child of Dr. "Wells could 
not avail themselves of such aids. But evidence enough was 
placed before the committee to put them on their guard, and to 
exclude utterly such a broad and wholesale repudiation of the pre- 
tensions of a man who is believed by many of the ablest men of the 
country, and is now proved to have been the real author of Anes- 
thesia. Let us see what this committee allege : 

1. That Dr. Wells, in commencing his experiments with nitrous 
oxyd gas, acted on a hint to be found in the writings of Sir Hum- 
phrey Davy, whereas the proof is conclusive, he derived his hint 
from the occurrences of Colton's lecture. It is not probable he 
ever saw the passage quoted from Davy, or ever read a word of his 
writings. 

2. That nitrous oxyd gas " proved unavailable for the desired 
purposes" whereas there was an abundance of evidence before the 
committee, and much more before us now, to show that it was avail- 
able and uniformly successful. 

3. That " HE ABANDONED HIS EXPERIMENTS IN DECEMBER, 1844, 

and made none afterwards !" When we recur to the worthy 
and truly honorable names appended to the report, it is difficult 
to believe that such an allegation is to be found in it. 

4. That Dr. Wells u professed to have been successful in several 
instances in extracting teeth without pain " for patients under the 
influence of the gas ; as if the claims, Dr. Wells', were based ex- 
clusively on profession, and were unsustained by proof. 

5. That "the experiment of Dr. Wells," at Boston, "proved a 
failure; he was greatly mortified, and presently abandoned the 
pursuit." The committee first allege, "he abandoned his experi- 
ments in December, 1844, and tried none afterwards ;" they now say 
he abandoned them presently, after his return from Boston, which was 
in January, 1845. It is to be regretted that a little more attention 
had not been bestowed on fixing the date of the supposed abandon- 
ment, of which nobody dreamed at Hartford — an abandonment 
which, according to the committee, occurred at the very time Dr. 
Wells was, as now appears by incontestable proofs, pursuing his 
experiments with the greatest possible enthusiasm, and with uni- 
form success. 

6. That "originally he did not claim for himself the honor of the 
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discovery, but merely of the attempt which he admitted to have been 
fruitless: 1 To justify this extraordinary statement, reference is had 
to a correspondence between Morton and Wells, and to a letter 
from R. H. Eddy, which we will examine hereafter, and show that 
the assertion is groundless. 

7. But the committee, after having asserted positively that the 
nitrous oxyd gas was " found on trial to be unavailable," graciously 
admit that " the evidence presented with Dr. Wells' claim shows 
that dental operations were in several instances performed bj*- him 
without pain, under its influence," but then thoy proceed at once 
to strip the agent of all merit by the suggestion that " it had been 
known before, in some cases, to produce partial or total asphyxia." 
That any of these agents may, b}' - rashness, be made to produce 
asphyxia, is doubtless true, but that nitrous oxyd gas is any more 
likely to do so than the other agents, is utterly denied. Nothing 
of the sort ever occurred in the practice of Dr. Wells and his friends 
at Hartford, and this introduction of asphyxia in connection with 
the gas would seem to indicate "a foregone conclusion" against 
the claim of Dr. Wells. 

8. " It appears also," says the committee, " that the vapor of 
sulphuric ether was thought of, discussed, and finally rejected by 
him ; while the total abandonment of the use of nitrous oxyd, and, 
indeed, of every other agent, shows that Dr. Wells' experiments 
were on the whole unsuccessful." Yea ! gentlemen of the commit- 
tee, not only thought of and discussed, but actually experimented 
on! and its anaesthetic properties ascertained! long before the 
pretended discovery of Dr. Morton ; and, only not used, simply 
because the nitrous oxyd gas was deemed the better agent. And 
then it would seem that the committee could hardly indite a single 
paragraph without lugging in the idea of "a total abandonment" 
of the nitrous oxyd gas by Dr. Wells; but the assertion would 
seem rather to indicate " a total abandonment " of all the rules 
which have hitherto regulated the conduct of mankind in weighing 
testimony. 

9. " But he had," conclude the committee, " the signal merit of 
reviving the investigation, and probably of hastening the discovery:' 
Ah ! then it would seem Dr. Morton got the information on which 
he acted from Dr. Wells. We will see by and by whether that 
information was not something more than a mere hint, and whether 
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the discovery, fully developed and perfected, was not revealed to 
him, and whether his efforts since, to appropriate its honor and 
emoluments to himself, do not constitute a foray into the domain 
of science, which may be properly characterized as piratical. 

Nothing disrespectful is, by these suggestions, intended to the 
honorable committee, whose motives no one can justly question, 
but some freedom of remark was indispensable to show the glar- 
ing injustice done by them, no doubt unwittingly, by setting aside 
so unceremoniously the claims of Dr. Wells. 

VII. We will now turn our attention to the proofs before us, which 
show that Dr. Morton was, from the first, distinctly apprised of 
Dr. Wells' experiments, and of their complete success ; and that 
his proceedings in Boston, in the summer and fall of 1846, were 
instituted with the deliberate intent of pirating the discovery of 
another. Let us attend to the particulars : 

1. It will be recollected that Mr. Gr. Q. Colton swears that soon 
after the extraction of the tooth of Dr. Wells, on the 11th of De- 
cember, he " left the city of Hartford, and did not hear any more 
of the subject till he saw, a few weeks subsequently, a paragraph 
going the rounds of the newspapers announcing that Dr. Wells 
was extracting teeth without pain, and he stated on several occa- 
sions, in connection with that paragraph, how and where the dis- 
covery originated." This paragraph may have been copied into 
the Boston newspapers ; if so, it would pretty certainly have at- 
tracted the attention of Dr. Morton, as Dr. Wells had been his 
instructor and partner. 

In addition, the greatest possible publicity was given to Dr. 
Wells' discovery at Hartford. All the witnesses swear that it 
attracted general attention, and was the subject of much conver- 
sation. Dr. Morton had resided several years at Farmington, 
only nine miles from Hartford, and married his wife in that 
vicinity. It will appear hereafter, by his own admissions, that he 
visited Hartford in the summer of 1815, and if we can rely on the 
statements of Dr. Wells, he did so on two occasions during that 
summer, and made particular inquiries on the subject of nitrous 
oxyd gas, its preparation, administration, and effects. These cir- 
cumstances point strongly to the conclusion that Morton must 
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have been apprised, long before September 30th, 1846, of the dis- 
covery of Anesthesia by Wells, and of his success in making it 
practical. 

2. In the Boston Medical and Surgical Journal of June 18th, 
1845, (vol. 32, No. 20, p. 389,) is to be found an article, entitled, 
" Dr. Ellswortfi on the modus operandi of Medicine." It is from the 
pen of P. W. Ellsworth, M.D., of Hartford, whose testimony has 
been so often quoted. At p. 396 of that article, may be found the 
following paragraph : 

" Illustrative of the effect of spirit in preventing pain, is the fol- 
lowing case : Having occasion to remove nearly all of the upper 
lip for a cancerous disease from an intemperate man, I found him 
well prepared for the occasion, having fortified himself with an 
extra glass or two. No marble could have been more passive dur- 
ing the incisions ; not a muscle moved, nor did a sigh escape him. 
Yet he was not intoxicated, but his nervous system was too much 
excited to feel as keenly as when in perfect sobriety. He only 
wondered, as it hurt so little, he had never had it done before. 
The nitrous oxyd gas has been used in quite a number of cases by our 
dentists, during the extraction of teeth, and has been found, by its ex- 
citement, perfectly to destroy pain. The patients appear very merry 
during the operation, and no unpleasant effects follow." 

Dr. Ellsworth says in his deposition, that "by this language I 
referred to the discovery of Dr. Wells, and to that only — to his 
practice and that of those associated with him." Here we find the 
great discovery distinctly announced in the leading medical and 
surgical journal of the country, published too in the city of Boston, 
more than fifteen months before the pretended discovery of Morton. 
All the elements of the case are stated. Not only were the public 
told that the nitrous oxyd gas had been used in quite a number of 
cases by the dentists of Hartford during the extraction of teeth, but 
that it had " been found by its excitement perfectly to destroy pain" and 
then the important fact is added that " no unpleasant effects follow." 
Here is Anaesthesia fully developed and written down long before 
any controversy had arisen, and when there was no motive for 
coloring the matter or misstating the facts. There is not the slight- 
est probability that such an annunciation would escape the notice 
of Dr. Morton, as he was a dentist, and had moreover long resided 
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in the immediate vicinity of Hartford, and was well acquainted, not- 
only with Dr. Ellsworth, but with the dentists residing there. 

But this publication reaches far beyond the question whether Dr. 
Morton had knowledge of the experiments of Dr. Wells at and 
before his supposed discovery of September 30th, 1846. It goes 
powerfully to confirm and establish the statements of the witnesses 
who have appeared in support of the pretensions of Dr. Wells. A 
printed record of facts such as this has ever had great weight with 
the learned world in settling a question of priority of discovery, and 
it seems, according to the subjoined extract from a letter from the 
celebrated dentist, C. S. Brewster, to Dr. Wells, dated at Paris, 
May 14th, 1847, that such record has there much greater authority 
than depositions : " It is that printed number of the Boston Medical 
and Surgical Journal that I want, then there will be two years' 
proof in advance of all your competitors ; so you must send me 
some copies of it. Here in France sworn testimony is not so good 
as a newspaper or journal printed. 'Tis useless to reason against 
it, for such is the fact, and we can't change the country." 

3. The proof is full and conclusive that Dr. Wells went to Bos- 
ton in January, 1845, to make known his discovery to the faculty 
there with a view to its introduction into general dental and sur- 
gical practice. He did make it known to Professor Warren ; he 
went before the medical class, made the requisite explanations, and 
performed an experiment in their presence, by the extraction of a 
tooth while the party was under the influence of the nitrous oxyd. 
This will appear from the following depositions : 

Deposition of P. B. Mignault, M.D., of Boston, Massachusetts. 

" Boston, March 3d, 1847. 
" I, the undersigned, resident of Boston, Massachusetts, testify 
that in the fall of the year 1844, while attending medical lectures 
cnven by Dr. John C. Warren, of the ' Massachusetts General 
Hospital,' the students were informed by Dr. Warren, at the close 
of his lecture, that Mr. Wells, of Connecticut, was present, and 
would address them upon the subject of rendering the system in- 
sensible to pain during the performance of surgical operations, by 
the inhalation of exhilarating gas. The students accordingly retired 
to an adjoining room, where we were addressed upon this subject 
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by Mr. Horace Wells, of Hartford, Connecticut, who invited us to 
meet in the evening to witness an operation, which operation was 
performed in our presence while the patient was under the influence 
of the gas. P. B. Mignault, M.D., Boston." 

Sworn before 

Josiah Questcy, Mayor and J. P. 



There is a deposition before the Committee by Thomas G. W. 
Kennedy, M.D., of Boston, in precise coincidence with that of Dr. 
Mignault, but it is unnecessary to recite it at length. 



Extract from a Deposition of C. A. Taft, M.D., of 
Hartford, Connecticut. 

" I knew the late Dr. Horace Wells, dentist, of Hartford. I 
think I first met and knew Dr. Wells when he came to Boston in 
January, A.D. 1845, for the purpose of making known his dis- 
covery of an anaesthetic agent to the Medical Faculty of that city. 
I was at that time a member of the Medical class of Harvard Uni- 
versity. 

" Dr. Wells was introduced to our class by Dr. John C. Warren, 
then Professor of Anatomy at the University. Dr. Wells then 
made a statement of his discovery, spoke of its importance, and his 
hopes of introducing it, the anaesthetic agent, into general use in 
surgical operations. 

" On the same or the following evening, Dr. Wells proceeded to 
administer the nitrous oxyd gas to several of the students and 
spectators present. At this time Dr. Wells extracted a tooth for 
some one under the influence of the gas. The patient holloed 
somewhat during the operation, but, on his return to consciousness, 
said he felt no pain whatever. I took the gas with others at that 
time, and while under its influence I was entirely unconscious. 
Others to whom the gas was administered made the same declara- 
tion. The gas was administered and inhaled from a mouth-piece 
attached to a bag." 

"I regarded the operation at Boston, above described, as sue- 
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cessful, and as proving the truth of Dr. Wells' theory. For al- 
though the patient made some noise — a phenomenon constantly 
witnessed, in the use of any anaesthetic agent — he nevertheless said 
he felt no pain." 

" Boston, March 23d, 1847. 

" I hereby certify that the following gentlemen attended my 
lectures on anatomy and surgery, in the season of 1844-45, namely, 
Thomas William Kennedy, Pierre Bazille Mignault, Cincinnatus 
Antony Taft. Jo un C. Warren, 

" Professor of Anatomy and Surgery." 



Deposition of Daniel T. Curtis, of Boston, Massachusetts. 

" Boston, March 23d, 1847. 

" I hereby testify that Horace Wells, of Hartford, Connecticut, 
with whom I have been acquainted for several years, came to Bos- 
ton in the year 1844, I think in November or December, and in- 
formed me that he had made a valuable discovery which enabled 
him and others to perform surgical operations without pain. He 
then informed me of the result of his experiments, which he assured 
me were numerous and perfectly successful. I accompanied him 
to a hall in Washington street, where a large number of medical 
students had assembled, as I understood, to witness an operation, 
to be performed by Dr. H. Wells, upon a patient while under the 
influence of exhilarating gas, which was the discovery above referred 
to. The gas was administered, and the tooth extracted under its 
influence by the said Wells in presence of myself and many others. 
I am not able to say whether the patient experienced any pain or 
not. There was certainly no manifestation of it. Yet some per- 
sons expressed themselves in the belief that it was an imposition. 

" I was subsequently informed that his operations in Hartford 
prior to 1845 were uniformly successful under the influence of gas. 
"Daniel T. Curtis, No. 23 Bedford street." 

Sworn before 

Josiah Quincy, Mayor and N. P. 
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But Dr. Wells not only announced his discovery at Boston to 
Professor Warren and his medical class, but spoke to all his ac- 
quaintances on the subject. He gave it all possible publicity, as 
witness the following : 

Deposition of Abel Ball, Dentist, of Boston, Massachusetts. 

"I, Abel Ball, of Boston, in the State of Massachusetts, having 
been duly cautioned and sworn, depose and say : That I am a phy- 
sician and surgeon dentist, but I have practised dentistry exclu- 
sively for the last fifteen or eighteen years. In the year 1840 I 
opened an office in this city, where I have ever since resided in the 
practice of my profession. I knew the late Dr. Horace Wells, of 
Hartford, Connecticut, and in early life we were very intimate, 
being members of the same academy in Amherst, in this State. I 
always regarded Dr. Wells as a man of uncommon talent. He was 
very enthusiastic, possessed a philosophic and inventive mind, was 
very conscientious, and his character was without a blemish as far 
as I know. 

" In 1845 Dr. Wells called at my office and informed me that he 
had made 'an important and valuable discovery.' He stated he 
had discovered that by the inhalation of nitrous oxyd gas, pain 
could be entirely prevented during dental and surgical operations, 
and added that he had come to this city for the purpose of intro- 
ducing his discovery to the notice of the medical faculty and the 
public generally here. And I believe this to have been his only 
object in coming to Boston at that time. 

" He said he had tried the anaesthetic properties of this agent 
upon himself, and had extracted many teeth in Hartford for persons 
under the influence of this agent, all of whom declared they felt no 
pain whatever during the operation. 

" He was very sanguine and enthusiastic respecting his discovery. 
He said he had taken a room nearly opposite the Tremont House, 
where he had advertised that he would extract teeth without pain, 
and requested me to bring any patient of mine who desired to test 
the efficacy of this agent to his office and he would extract their 
teeth without charge. He also informed me that he had invited 
the medical faculty and Dr. J. C. Warren and his medical class to 
attend a lecture he designed giving upon this subject. Dr. Wells 
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suggested to me, and I think also to my partner, Dr. Fitch, the 
idea of using this agent in my practice. But at that time we were 
very busy indeed, and had no time to make the necessary arrange- 
ments for preparing and administering the gas to our patients. Dr. 
Wells remained in this city a few weeks, but I was unable to call 
at his office to witness any experiments by him with the class. I 
often heard during the years 1845 and 1846 that Dr. "Wells was 
using the anaesthetic agent discovered and introduced by him with 
entire success. 

" Prior to Dr. Wells' announcement to me of his discovery, I had 
never heard of the use or discovery of any anaesthetic agent what- 
ever, nor did I ever hear that any one except Dr. Wells claimed to 
have made such a discovery till the latter part of the year 1846. 
And I further say, that I verily believe Dr. Wells to have been the 
first to discover the fact, that by the use of some agent the human 
system could be rendered insensible to pain during dental or sur- 
gical operations. I saw Dr. Wells several times after January, 
1845, and I know that he never abandoned his claim to this dis- 
covery. Shortly before he left for Europe he called on me and 
stated that he was going to Paris to establish his claim as such 
discoverer before the medical faculty there. After his return fron? 
Paris he called on me again, and spoke of his success in establish 
ing his claim. Abel Ball." 

Sworn before 

Charles Mayo, J. P. 
December 11th, 1852. 



It would seem from the above deposition that the discovery of 
Dr. Wells obtained some notoriety in Boston even long prior to the 
date of Morton's supposed discovery. Dr. Ball says: " I often heard 
during the years 1845 and 1846 that Dr. Wells was using the anaes- 
thetic agent discovered and introduced by him, with entire success." 
Must not Dr. Morton have heard of the same thing ? Were there 
not many circumstances existing in his case to awaken his attention 
which did not exist in that of Dr. Ball ? 
7 
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4. Dr. Morton, in his memoir to the French Academy, admits 
that he was present and witnessed the experiment before Dr. War- 
ren's class. His statement is as follows : 

" In the course of the winter (1844-5) Dr. Horace Wells, of 
Hartford, Connecticut, a dentist, and formerly my partner, came to 
Boston, and desired me to aid him in procuring an opportunity to 
administer the nitrous oxyd gas, which he said he believed would 
destroy or greatly alleviate pain under surgical operations. I 
readily consented, and introduced him to Dr. George Hayward, an 
eminent surgeon, who offered to permit the experiment, but as the 
earliest operation was not to be performed under two or three days, 
we did not wait for it, but went to Dr. Warren, whom we found 
engaged with his class. He told us that his students were prepar- 
ing to inhale it that evening, for sport, and offered to announce the 
proposal to them, and ask them to meet us at the College. In the 
evening Dr. Wells and myself went to the hall, and I took my in- 
struments. Dr. Wells administered the gas, and extracted a tooth, 
but the patient screamed from pain, and the spectators laughed and 
hissed. The meeting broke up, and we were looked upon as hav- 
ing made ourselves very ridiculous. I saw nothing more of Dr. 
Wells, but he left my instruments at my office very early the next 
morning, and went directly home." 

This memoir is quoted at length by the committee of the House 
of the last session in their report, (so called,) commencing at p. 8. 
The above paragraph may be found at pp. 10 and 11. Dr. Wells 
himself did not regard the experiment as fully successful, and Dr. 
Morton is no doubt right in saying that his pretensions were treated 
with ridicule and eontempt. No doubt the feelings of Dr. Wells 
were much wounded ; he returned to Hartford greatly depressed, 
being, as one of the witnesses has said, " the most sensitive of 
men." But Dr. Morton knew Dr. Wells intimately — he had been 
not only his pupil, but his partner, and understood perfectly the 
sincerity and integrity of his character. That Dr. Morton was 
convinced that there was a great deal more in Dr. Wells' discovery 
than the learned doctors of Boston and their pupils were prepared 
to admit, will appear from the following testimony : 
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Deposition of Joseph S. Walton, of Sherbrook, Lower Canada. 

" Sherbrook, Lower Canada, December 27th, 1852. 
" This certifies that in the month of January, 1845, I was in the 
city of Boston, Massachusetts, and having occasion to call at the 
office of Dr. Morton, dentist, I learned that Dr. Wells, a former 
partner of Dr. Morton, claimed to have discovered a method of 
extracting teeth without any pain to the patient, and had proposed 
to perform the operation in public, provided he could procure sub- 
jects to operate upon. It is my impression that he inserted a notice 
to that effect in the Evening Transcript, requesting any persons 
who might be willing to submit to the operation to call upon him, 
or at the office of Dr. M. I subsequently learned from Dr. Mor- 
ton that no public experiment took place, as I understood, for 
the want of patients, or for the want of an audience. Dr. Morton 
discredited the discovery, or pretensions of Dr. Wells. The letter 
over my signature in the Hartford Courant, and copied into the 
Boston Courier, was written by me, and the statements therein con- 
tained are true, to the best of my knowledge and belief. 

"Joseph S. Walton." 

Sworn before me, at Sherbrook, L. C, this 27th day of Decem- 
ber, 1852. 

John Griffith, 

Justice of the Peace. 



Deposition of Esther W. Walton, of Sherbrook, Lower Canada. 

"Hartford, November 6th, 1852. 

"I, Esther W. Walton, of Sherbrook, Canada East, of lawful 
age, having been duly cautioned and sworn, depose and say : Dur- 
ing a dental operation which was being performed in Dr. Morton's 
office, at Boston, in the month of January, 1845, I was within 
hearing of a conversation which took place between Dr. Wells and 
Dr. Morton, relative to the discovery of an agent by Dr. Wells, 
whereby he had been, and was, enabled to extract teeth without 
occasioning pain. This discovery Dr. Wells communicated to Dr. 
Morton at this interview. In the early part of the conversation, 
the precise words of which I can not recall, Dr. Morton made light 
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of it, treating the subject as chimerical. This incredulity on the 
part of Dr. Morton seemed to touch the feelings of Dr. Wells, and 
induced him to remark : ' I have done it, and can do it again.' 
He stated, moreover, that it was his intention to deliver a public 
lecture, where he should make the experiment, provided he 
could find a willing subject for this purpose. The remainder of 
the conversation, being carried on in a lower tone of voice, I did 
not hear distinctly. My impression has always been, since that 
time, that no such lecture was given, and that Dr. Morton, after 
further conversation with Dr. Wells, began to apprehend the dis- 
covery might be valid and prove useful, and for some reason in- 
duced him to forego the lecture for that time. This feeling I have 
expressed to my husband more than once, but have hitherto felt 
reluctant to bear public testimony to these facts, on account of the 
circumstances connected with my obtaining a knowledge of them. 
Becoming convinced, however, that it is an act of justice to make 
them known, I write this document voluntarily, and witness to its 
truth. Esthee W. Walton." 

Sworn to at Hartford, Connecticut, before 

H. K. Welch, K P. 



"Shebbrook, Lower Canada, May 21, 1852. 
" We, the undersigned, have for many years been acquainted 
with Joseph S. Walton, Esq., of this place, and know him to be 
an estimable citizen and a gentleman of undoubted veracity, whose 
assertions upon any subject, either under or without the sanction 
of an oath, may be relied upon with implicit confidence. 

" J. S. Sanborn, 

" Member Parliament. 

"S. T. Beooks, M.D., 
"Wm Eitchie, 
" Register of Deeds, Sherbrook county, Canada East 

" G. F. Bowne, 

" Sheriff. 
" E. Claek, 
" High Constable District St. Francis." 
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Though Mr. and Mrs. "Walton may be mistaken in some of the 
incidents adverted to, yet the general truthfulness of the narration 
can not be doubted by any one. How vividly did the great lead- 
ing attribute of Dr. "Wells' character shine out when Morton ex- 
pressed incredulity as to the genuineness of his discovery. " I 
have done it," exclaimed Dr. "Wells, " and can do it again !" No 
doubt Mrs. Walton is right in her conjecture as to the purport of 
the latter part of the conversation. " My impression," she says, 
" has always been that " . . . " Dr. Morton, after further con- 
versation with Dr. Wells, began to apprehend the discovery might 
be valid, and prove useful." At any rate, he was unquestionably 
fully informed by Dr. Wells on the subject. He (Dr. W.) must 
have gone over all the details — the particulars of the first experi- 
ment on himself must have been stated, and the success of all the 
subsequent experiments revealed. It is not too much to believe 
this, in view of the intimate relations which had previously existed 
between them. 

5. But Dr. Morton was fully informed at a subsequent period, 
and anterior to his experiment of September, 1846, of the discovery 
of Dr. Wells, as will appear by the following : 

Extract frdm the deposition of Elizabeth "Williams, of Hartford, 

Connecticut. 

" Some time after this I saw Dr. W. T. G. Morton at Stafford 
Springs, and learning that he was a dentist, I spoke of my tooth, 
and mentioned the fact th'at Dr. Wells administered gas to me. I 
remarked to him I was among the first who took the gas. He asked 
about the effect and operation of the gas, and made no intimation 
of any acquaintance with or knowledge of the gas, or of any anaes- 
thetic agent, and the conversation passed off by Dr. Morton's saying 
he had recently invented some frame-work for teeth. According 
to the best of my remembrance and belief, I took the gas of Dr. 
Wells in the office of Dr. Eiggs, on the 6th day of March, A.D. 
1845, and I saw Dr. Morton at ' Stafford Springs,' and had the 
conversation above referred to, in the summer of 1846 ; it was cer- 
tainly at no later date." 

6. In the memoir already adverted to, at p. 11, we find the fol- 
lowing statement : 
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" In July, being again in Connecticut, 1 called on Dr. Wells, and 
we spent some time in adjusting our former partnership accounts. 
He had then given up dentistry, and was engaged in conducting 
an exhibition of birds, which he said insured him better health. 
I went with him to the office of Dr. Riggs, where I spoke of the gas, and 
asked them to give me some, but Dr. Wells said he had abandoned the 
experiment, thinking it coidd have no practical value." 11 

This remarkable statement calls for the following observations : 

1. That Dr. Morton was in Hartford in July, 1845, when the 
discovery of Dr. Wells, and the success of the new practice, as 
conducted by him and his associates, had become notorious. All 
the witnesses say that it attracted much attention, and was the 
subject of general remark. He was then mingling with his pro- 
fessional brethren, and could not fail to have learned from them all 
the particulars of such interesting developments. How naturally, 
nay, almost inevitably, would the inquiry have burst from his lips, 
How does Dr. Wells get along with his gas? He had previously, on 
occasion of Dr. Wells' visit to Boston, been well informed on the 
subject, and it is impossible to believe that he would visit Hart- 
ford without inquiring into the matter, and if he did inquire, we 
know from the proofs adduced what answer he must have 
received. 

2. But we have in the statement of Dr. Morton himself sufficient 
proof that he had at that time some just notions of the value of the 
nitrous oxyd gas as an anaesthetic agent. He says : "I went with 
him to the office of Dr. Eiggs, where I spoke of the gas, and asked 
them to give me some." Then it would seem that Morton had an 
idea that the gas was valuable, for otherwise why ask for it ? It is 
quite clear that he desired to obtain it to use professionally, or at 
least to experiment with it for his own satisfaction. 

3. As, however, he was seeking to obtain a recognition of his 
claims as a discoverer by the French Academy, it was necessary 
to say something to take off the effect of this admission, and there- 
fore he adds : " But Dr. Wells gave me to understand that he had 
abandoned the experiment, thinking it could have no practical value." 
There is only one word in the English language which can ade- 
quately characterize this statement, and that is withheld from other 
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motives than a sentiment of respect for Dr. Morton. No, Dr. 
Wells never gave him any such intimation. It would have been 
directly contrary to the whole tenor of his conduct — contrary to 
his uniform avowals of confidence in his agent, to the incessant 
manifestations of an all-absorbing enthusiasm, and to the unquench- 
ed zeal and unsurpassed vigor with which he pursued his experi- 
ments, to say nothing of the brilliant success which marked their 
progress. Let any one take up and read the depositions of F. C. 
Goodrich, J. Gaylord Wells, and Norman W. Goodrich, and say 
whether it is possible that Dr. Wells could have given Morton 
"to understand that he had abandoned the experiment, thinking it 
of no practical value." The last clause of the statement must be 
rejected utterly, and then we have the real truth remaining. Mor- 
ton in Hartford, surrounded with all the radiance of Dr. Wells' 
great discovery, speaking of the nitrous oxyd gas, and asking 
Wells and Biggs to give him some, etc. It is believed that there 
is not a man in Hartford, who, in 1845 and 1846, was better 
informed than was Wm. T. G. Morton on the experiments of Dr. 
Wells. 

7. But we have further proof that Dr. Morton obtained his 
knowledge of Ansesthesia from Dr. Wells in the following : 

Deposition of Oswin R. Roberts, of Hartford, Connecticut. 

" I, Oswin E. Eoberts, of the city and county of Hartford, and 
State of Connecticut, of lawful age, testify and say, that I am a 
looking-glass and picture-frame maker, and am partner in said busi- 
ness with Samuel S. Bolles. I knew the late Dr. Horace Wells, of 
this city. He, Dr. Wells, went to Europe in December, 1846. One 
of his objects in going to Europe was to obtain pictures, but I do 
not know that that was the only one. He would not be likely to 
inform us respecting any objects or project except those particularly 
connected with our business. 

"After Dr. Wells returned from Europe we prepared a number 
of frames for him. 

" Two years or so before Dr. Wells went to Europe, I knew that 
exhibitions were given here of the laughing-gas, and that Dr. Wells 
had the reputation of having successfully applied it to dental 
operations. 
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"At tlie time the operation was performed on Mrs. Gabriel, I 
resided in the adjoining part of the house, it being a double house. 
I saw the tumor after it was removed from her shoulder, and 
heard that it was removed without pain, but did not witness the 
operation. 

" Dr. Wells was believed to be the originator of this application 
of gas, and had that reputation fully established, I think, nearly 
two years prior to said operation. 

" I came to Hartford in June, 1845, and soon after my arrival I 
heard of Dr. Wells' discovery. 

" Dr. W. T. Gr. Morton called at our office this winter, prior to 
January, 1853, and had a long conversation with us respecting the 
discovery of anaesthetic agents. He called to inquire about Wells' 
buying picture-frames of us. Dr. Morton stated that he took his 
idea from Dr. Wells' use of nitrous oxyd gas, but that the gas failed, 
and he went on perfecting the discovery until it resulted in the 
use of sulphuric ether. 

" I never heard Dr. Wells' claim disputed until Morton and 
Jackson, of Boston, put in theirs. My own belief is that to Dr. Wells 
alone belongs the honor. OswiN" E. Eoberts." 

Hartford, January 12th, 1853. 

Sworn before 

H. L. Eider, K P. 

Then it seems Dr. Morton took his idea from Dr. Wells ! though 
it would have been better if he had said that he took Anaesthesia 
fully developed and established from Dr. Wells. With respect to 
the addition " that the gas failed," we are fortunately at liberty to 
think of it as may be required by truth and justice. If Dr. 
Morton is as successful in his foray on the Treasury as the gas 
was in the hands of Dr. Wells, he is likely to be a very wealthy man. 

It is submitted that all these proofs and considerations show 
conclusively that Morton ought to have been content to set at the 
feet of Horace Wells as a humble disciple, and should acknowledge 
that to him, and him only, is he indebted for all he ever knew on 
the subject of Anaesthesia. But whether Morton did, or did not 
know of the discovery of Wells and his success, is immaterial — 
the question of priority must nevertheless be decided in favor of 
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the latter. It is a settled rule among scientific men throughout the 
world, that the first who conceives and makes practical, important 
or useful ideas, is to be regarded as the true discoverer, (without 
reference to the question whether the party who was second in 
point of time did or did not know of the proceedings of the first,) 
and that man in this case was Horace Wells, unless all testimony 
is to be deemed a lie, and we are to believe that there is neither 
honor, faith, rectitude, nor truth among men. 

VIII. But it is said that Dr. Morton's claims have been recognized 
in France, and a medal was at the last session produced and exhi- 
bited in the Senate chamber, as a recognition of his pretensions by 
the scientific magnates of Paris : but it turns out, on inquiry, that 
the award was in favor of Professor Jackson for' the discovery of 
the principle, and of Dr. Morton for the application of that princi- 
ple — being 2500 francs to each, and that either party might take 
in part payment a medal, which Morton did. It was not struck 
expressly for him, but was the ordinary one of the Institute. But 
what has this to do with the pending controversy ? The investi- 
gation in Paris concerned only the relative merits of Jackson and 
Morton. It was an ex parte hearing, as to Dr. Wells. The Insti- 
tute knew nothing of his claims — he was not present, and had no 
opportunity to adduce his proofs. At a subsequent period, how- 
ever, the case of Dr. Wells was brought before the " Parisian Medi- 
cal Society," and was favorably entertained, as will appear by the 
subjoined letter, from C. B. Brewster, of Paris : 

" Paris, January 12th, 1848. 

" My Dear Wells : I have just returned from a meeting of the 
' Parisian Medical Society,' where they have voted that ' to Horace 
Wells, of Hartford, United States of America, is due all the honors 
of having first discovered and successfully applied the uses of 
vapors or gases, whereby surgical operations could be performed 
without pain.' 

" They have done even more, for they have elected you an hon- 
orary member of their Society. 

" This was the third evening that the Society had deliberated 
upon the subject. On the two previous occasions Mr. Warren, the 
agent of Mr. Morton, was present, and endeavored to show that to 
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his client were due the honors ; but he, having completely failed, 
did not attend at the last meeting. 

" The use of the ether took the place of the nitrous oxyd gas, 
but chloroform has supplanted both ; yet the first person who first 
discovered and performed surgical operations without pain was 
Horace Wells, and to the last day of time must suffering humanity 
bless his name. 

" Your diploma and the vote of the P. M. S. shall be forwarded 
to you. In the interim, you may use this letter as you please. 
" Believe me ever truly yours, Brewster." 

Dr. Wells perished in the city of New- York, January 24, 1848, 
by his own hand, in a paroxysm of insanity, induced, as his friends 
believe, by the excitement and irritation of this controversy with 
Morton, and therefore did not live to receive the cheering news of 
the final recognition of his claims by the highest medical authority 
of Europe — a recognition which was the more valuable, as it was 
accorded after a full hearing of Dr. Morton by his counsel. 

IX. Dr. Morton - has discredited his pretensions by at- 
tempting to corrupt Dr. J. M. Eiggs, and to buy off the 
opposition of Mrs. Wells. This is established by the following 
proofs : 

Deposition of EL G. Prior, of Hartford, Connecticut. 

"I, H. G-. Prior, proprietor of the ' United States Hotel ' in the 
city of Hartford, and partner of Harvey Bochwood, being of lawful 
age, present to Henry L. Eider, a Notary Public for the State of 
Connecticut, residing in said Hartford, the register of the ' United 
States Hotel.' It appears from this book, that Dr. William T. G. 
Morton and Mr. N. C. Towle stopped at the hotel on several occa- 
sions. The first time they were together at the hotel appears to 
have been on the 29th day of September, 1852. Both seem to 
have come from the north together. Their names are registered 
together, Dr. Morton's being on the line next above N. C. Towle, 
of Washington. The second time was on the 7th of October, 
1852, and their names are registered together in the same order. 
They came together, and appeared to be friends well acquainted 
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with each other. Dr. Morton has stopped at this hotel on several 
other occasions, when Mr. Towle was absent. Dr. Morton told me 
that he 'sent Towle fifty dollars to pay their bills with,' and they 
were both paid by Mr. Towle. Morton also told me that ' Mr. 
Towle was assisting ' him ' in collecting evidence on the gas and 
ether business.' 'I,' Morton, 'agreed to pay his expenses.' Ano 
further this deponent saith not. H. Gr. Prior." 

Sworn before 

H. L. Eider, K P. 



Extract from the Deposition of John M. Riggs, of 
Hartford, Connecticut. 

" I know 1ST. C. Towle, of Washington ; he was introduced to me 
by Mr. J. Dean Alden, of Hartford. Mr. Alden called on me two 
or three times about the first of October, 1852 ; and once wrote me 
a note, requesting an interview at the court-house in this city. The 
object of the visit was to impress upon me the fact that a hundred 
thousand dollars had been voted to Morton for his discovery, that 
it wanted only the President's action, and thought that I ought to 
make a good sum of money out of it. At the second visit he said : 
' You ought to make ten thousand dollars out of it, and you will.' 
I was after this introduced to Towle by Alden, at which interview 
Towle said he had just left Morton at Springfield, who had sent 
some documents and papers by him (Towle) to Hartford. I gave 
N. C. Towle, at this interview, a full description of Wells' dis- 
covery, and he said, in reply, it was impossible for any one to get 
any thing while Mrs. Wells maintained her claim ; that Congress 
would not make an appropriation ; and that the only way was, for 
all the claimants to unite, and allow Morton to receive the money 
and divide it up among them. He wanted my influence with Mrs. 
Wells, that she might accede to this plan. He assured me the 
propositions made to me would be perfected on condition our oppo- 
sition was withdrawn. I replied, it depended on Mrs. Wells ; if 
she maintained her claim, she must have the benefit of my testi- 
mony if she chose to withdraw, it was no business of mine, and 

she could do as she pleased. I did see Mrs. Wells, and made 
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known to her Towle's proposition ; she replied : ' It is not money 
I want, but the rights and reputation of my husband.' " 

The facts proved establish, conclusively, that both Alden and 
Towle were acting under the authority and by the direction of 
Morton. According to the testimony of Mr. Prior, Towle came to 
Hartford, on two occasions last fall, in company with Morton. 
They put up at the same hotel, (the United States,) and their names, 
on both occasions, were entered on its register in connection with 
each other. " They came together," says Mr. Prior, "and seemed 
to be friends, and acquainted with each other." And besides, Mr. 
Prior adds: "Dr. Morton told me that he sent Towle fifty dollars 
to pay his bills with, and they were both paid by Towle. Morton 
also told me that Mr. Towle was assisting him in collecting evi- 
dence on the gas and ether business, and that he agreed to pay his 
expenses." This makes Towle unquestionably the agent of Morton 
in addressing Dr. Riggs, and making, through Riggs, the proposi- 
tion to Mrs. Wells, which he (R.) has sworn to. And it is quite as 
certain that Mr. J. Dean Alden was acting by the same authority 
when he made a corrupt intimation to Dr. Riggs. It is not at all 
probable that he was a volunteer in this piece of iniquity. Besides, 
he was the very man who introduced Towle to Dr. Riggs, and by 
that act alone, established the intimacy of his relations with Morton 
and Towle. And then, what are we to think of .such conduct? 
"We have here an attempt to deprive Mrs. Wells of the invaluable 
testimony of Dr. Riggs, by the profligate suggestion, in the first 
instance, that he ought to make a good sum of money, and, in the 
second, ten thousand dollars, out of the claim of Morton. But the 
integrity of Dr. Riggs being made of stuff by far too stern to yield 
to such seductions, it became necessary to experiment on Mrs. 
Wells, and accordingly a message was sent to that lady by Dr. 
Riggs, asking her to withdraw her opposition for " a good'and val- 
uable consideration.''' 1 But what was the reply of that noble woman ? 

" IT IS NOT MONEY I WANT, BUT THE EIGHTS AND REPUTATION OF 

my husband !" Can there be any validity in claims attempted to 
be sustained by such base means ? 

X. It now becomes necessary to take some notice of a corre- 
spondence between Dr. Morton and Dr. Wells in October, 1847, on 
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the subject of this discovery, on which reliance is placed as show- 
ing the invalidity of the claims of Dr. Wells. 

On the 19th of said October, Dr. Morton addresses Dr. Wells, as 
follows : "I have discovered a preparation, by inhaling which a 
person is thrown into a sound sleep ; the time in ivhich persons re 
main asleep can he regtdated at pleasure. While in this sleep the se- 
verest surgical and dental operations may be performed, the patient 
not experiencing the slightest pain. I have patented it, and am now 
sending out agents to dispose of the right to use it. I have used 
this compound without a single failure in over one hundred and 
sixty cases in extracting teeth. My object in writing you is to 
know if you would not like to visit New- York, and dispose of 
rights." 

Dr. Morton produced before the select committee of the House at 
the last session, what purported to be the reply of Dr. Wells to this 
letter. Such a reply appears in the report of the majority of that 
committee, at page 74 ; but the friends of Mrs. Wells and son were 
not able to obtain an inspection of it at that session, though it was 
much sought, and no such reply has been produced to the select 
committee of the Senate up to this date, (Feb. 12.) It is impossi- 
ble, therefore, to say whether Dr. Morton has such a reply in the 
genuine handwriting of Dr. Wells — it may be so ; as printed, it is 
as follows : 

"Hartford, Connecticut, October 20th, 1846. 
" Dr. Morton : Dear Sir : Your letter, dated yesterday, is just 
received, and I hasten to answer it, for fear you will adopt a method 
in disposing of your rights, which will defeat your object. Before 
you make any arrangements whatever, I wish to see you. I think 
I will be in Boston the first of next week — probably Monday 
night. If the operation of administering the gas is not attended 
with too much trouble, and will produce the effect you state, it will, 
undoubtedly, be a fortune to you, provided it is rightly managed. 
" Yours, in haste, H. Wells." 

Let any candid man consider whether any inference can be fairly 
drawn from this answer, adverse to the pretensions of Dr. Wells. 
Will it do to conclude on such slender grounds, that all the vast 
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testimony, hereinbefore adduced, is false and unfounded ; that Dr. 
Wells did not inhale the nitrous oxyd on the 11th of December, 
1844, and have a tooth extracted without pain ; that Mr. F. C. 
Goodrich did not soon after submit to the same experiment, and 
with the same result ; that Mr. J. Gk Wells did not have five teeth 
out by the use of the gas, and one by ether, and a multitude of 
other persons also have teeth extracted, and without pain ? Have 
all the witnesses who have said that Dr. Wells had the highest con- 
fidence in the nitrous oxyd gas, and pursued the new art with the 
utmost enthusiasm, sworn false ; and are distinguished members of 
the legal, medical, and dental professions, learned professors, grave 
and dignified clergymen, and citizens of the first respectability, all 
to be written down perjured knaves, on a quibbling construction oi 
this letter, which, fairly interpreted and properly understood, does' 
not interfere in the slightest degree with the claims of Dr. Wells ? 

Consider for a moment the situation of Dr. Wells. He had told 
Morton in January, 1845, at Boston, all about his discovery, and 
probably had conversed with him fully on the subject at other 
times, particularly when Morton visited Hartford. He (M.) had 
been his pupil and partner, and Wells doubtless regarded him as a 
friend. Could he have suspected that Morton had conceived the 
.base design of laying hold of one of his old agents and of so using 
it as to supersede him in the discovery ? The only inference which 
Wells would have drawn from such a letter, was that Morton had 
discovered a new and a different agent — one quite unlike his own, 
for it was a compound, and that it could be more conveniently used, 
and would produce a better effect than either the gas or ether. But 
this remarkable and truly characteristic letter must be analyzed in 
order to exhibit it in its true light. 

1. In the first instance he calls the agent " a preparation" and 
finally " a compound" and thus uses language adapted to create 
a false impression on the mind of Dr. Wells. How could he (Dr. 
W.) infer from such terms that Morton was using sulphuric ether ? 
It is believed to be in no sense a compound, and certainly is not so 
in the ordinary sense of that word. Dr. Morton should have 
recollected, that to use language purposely so as to create a false 
impression, is in law and ethics a falsehood. 

2. He says to Dr. Wells, that not only can he, by the use of his 
agent, throw a person into a sound sleep, but the time of that sleep 
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" can he regulated at pleasure" Now this is not true of ether or 
nitrous oxyd gas, nor in fact of any other anaesthetic agent now 
known. It is true you can regulate the quantity, but its effect in 
point of time depends so much on constitution and temperament 
as to make it impossible to regulate it. Dr. M. must have known 
that the statement was wholly groundless, and yet consider how 
well adapted it was to mislead Dr. Wells, and induce the belief 
that he (M.) had hit on something entirely new. 

3. " I have used this compound," he says, " in over one hundred 
and sixty cases in extracting teeth." He made his discovery, it will 
be recollected, on the 30th of September, then extracting the tooth 
of Frost without pain ; and then, according to this statement, he 
had had in twenty short days wonderful success ! No less than 
one hundred and sixty teeth out in that period by the use of his 
compound, " without a single failure." This was no less than eight 
operations per day, including Sabbaths — verily ! this was beating 
poor Wells all hollow ! But unfortunately for Dr. Morton, he has 
given in writing an account of his operations during those twenty 
days. It may be found in his memoir to the French Academy as 
it appears on the Eeport of the Committee of the House, pages 
14, 15. 

He says immediately after his first experiment he called on Dr. 
Warren, who promised him an early opportunity to try the experi- 
ment. He tl<Bn proceeds as follows : 

" In the mean time, I made several additional experiments in my 
office, with various success. I administered it to a boy, but it pro- 
duced no other effect than sickness, with vomiting, and the boy 
was taken home in a coach, and pronounced by a physician to be 
poisoned. His friends were excited, and threatened proceedings 

against me I gave it to a lady, but it produced no 

other effect than drowsiness, and when breathed through the appa- 
ratus named by Dr. Jackson, it produced suffocation. I was 
obliged to abandoned this mode, and obtaining from Mr. Wightman 
a conical glass tube, I inserted a saturated sponge in the larger end, 
and she breathed through that, In this way she seemed to be in 
an unnatural state, but continued talking, and refused to have the 
tooth extracted. I made her some trifling offer, to which she 
ssented, and I drew the tooth, without any indication of pain on 
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her part, not a muscle moving. Her pulse was at 90, her face 
much flushed, and after coming to, she remained a long time ex- 
cessively drowsy. From this experiment, I became satisfied of 
what is now well proved, that consciousness will sometimes remain 
after insensibility to pain is removed. 

"I afterwards gave it to a Miss L., a lady of about twenty -five. 
The effect upon her was rather alarming. She sprang up from the 
chair, leaped into the air, screamed, and was held down with diffi- 
culty. When she came to, she was unconscious of what had passed, 
but was willing to have it administered again, which I did with 
perfect success, extracting two molar teeth. After this, I tried 
several other experiments, some with more and some with less suc- 
cess, giving my principal attention to the perfecting of my modes 
of administering it." 

On the 16th of October Dr. Morton made his first experiment at 
the hospital, in conformity with the arrangement which he. had 
made with Professor Warren, and on the 17th he was favored 
with an opportunity to make another experiment, both in cases of 
surgery. 

But what does he say about teeth extracted between September 
30th and October 16th ? The case of the boy was unsuccessful, and 
this would seem to interfere a little with his allegation to Dr. Wells, 
that he had used his compound in one hundred and sixty cases 
without a single failure. The other two cases would seem to have 
a rather ugly look, and would hardly justify the extravagance of 
laudation which he bestows on his compound. What the other 
experiments were, mentioned in general terms, we do not know, 
but it will be difficult to extract from the passage referred, teeth 
enough to make up one hundred and sixty, all taken out with 
" the compound without a single failure." Probably he did not do 
much after operating on the boy and the two ladies in the line of 
tooth-pulling, as he says he directed his "principal attention to the 
perfecting of his modes of administering the gas." We are then 
brought down to the 16th of October, with three cases of dentistry, 
or rather four, (for the case of Eben Frost should in fairness be in- 
cluded ;) on the 16th Morton was employed at the hospital ; ditto on 
the 17th, and this will leave only one day to make up over one 
hundred and sixty cases of the extraction of teeth, using the com- 
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pound " without a single failure," for he wrote his letter to Dr. 
Wells on the 19th. Nothing further need be said to satisfy the 
reader that this allegation was truly right Mortonian. 

4. But there are other statements of the same character in this 
letter. After having spoken of his preparation and described its 
wonderful powers, he adds : " I have patented it, and am now sending 
agents to dispose of the right to use it." Now the records of the Pa- 
tent Office prove that this was an impudent falsehood. He had not 
patented it. He and Jackson united in an application which is 
dated on the 27th of October, and the patent (issued to Morton 
alone by assignment of Jackson) bears date on the 12th of November. 
Dr. Morton did not even know whether he could get a patent or 
not. It will be insisted hereafter that this great discovery, by who- 
ever made, is not patentable, and that the letters granted to Morton 
were issued improvidently — that those letters are null and void. 
And yet he had the audacity to write to Dr. "Wells that he had 
already obtained a patent — nay, more, that he was actually sending 
out agents to dispose of the rights. He practised an abominable 
imposition on Dr. Wells, and by falsehood and fraud drew from him 
the letter of October 20th. What did Dr. Wells do? Let his 
estimable widow tell the story : 

Extract from the Deposition of Mrs. Elizabeth Wells. 

" In the fall of 1846, my husband received a letter from Dr. 
Wm. T. G. Morton, of Boston, informing him that he had dis- 
covered some preparation or compound that would produce insen- 
sibility to pain, and which he had patented, and proposed that my 
husband should undertake a sale of the rights, to which letter my 
husband replied. Shortly after, my husband concluded to go to 
Boston, with a view to ascertain what Dr. Morton had discovered, 
and invited me to accompany him. This was, if I mistake not, 
on Saturday. We left home in the early morning train, and arrived 
in Boston in time to take dinner with the family where we stopped. 
Immediately after dinner my husband went out to see Dr. Morton, 
and returned after an absence of about two hours. On his entering 
the room, I asked him whether Morton had discovered any thing 
new. He replied : ' No, it is my old discovery, and he does not 
know how to use it.' He added that he perceived what it was 
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immediately on entering Dr. Morton's room, from the atmosphere ; 
he said it was nothing but ether. I asked my husband whether 
he intended to assist Dr. Morton in selling his patent rights. I To 
replied No, he would have nothing to do with him. We spent the 
Sabbath in Boston, and took the morning train for Hartford on 
Monday following." 

5. But we have not yet done with ¥m. T. G. Morton, in the 
matter of his letter of October 19th. The original having been 
transmitted to Dr. Wells, would of course remain in his hands ; 
but it seems Dr. Morton kept a copy, for he £>roduced to the Com- 
mittee of the House at the last session what purported to be a copy, 
inserted in their report at page 74, in which he has taken care to 
substitute for the words "patented it," the words " perfected it," 
apparently with a view to escape the dilemma in which he had in- 
volved himself by the falsehood of the first allegation. Dr. Wells 
had called him to order for practising on him such an imposition, 
in an article published in the Boston Medical and Surgical Journal, 
of May 12th, 1847. " On receiving the above letter," he says, "I 
went to Boston to learn the nature of this improvement on my 
discovery ; I there saw Dr. Morton administer his (so-called) ' com- 
pound,' and the patient, instead of going quietly to sleep, to be 
aroused at pleasure, as I had been informed would be the case, 
became exhilarated, succeeded by a stupor, the same as is produced 
by the inhalation of nitrous oxyd gas. While at Dr. Morton's, three 
or four other patients inhaled the ' compound,' two of whom in- 
formed me it was an entire failure. I thought this remarkable, 
after his operating on one hundred and sixty patients ' without a 
single failure.' I then inquired about the patent which the letter 
stated had been obtained for the compound, and learned to my sur- 
prise that he had not obtained one." In the book which he has caus- 
ed to be printed at this session, he reproduces, at page 14, the same 
pretended copy, holding on to the word " perfected," in place of 
"patented," as it was in the original, but it is a very bungling 
alteration, for the residue .of the sentence shows conclusively, that 
the word in fact used, must have been " patented." It is a pity that 
a man detected in a falsehood should, in order to screen himself, 
make an alteration in a paper, which, after all, does him no good. 

6. The picture has already so many dark shades, that it is with 
infinite regret we feel constrained to add another. Mr. Joseph 
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Wales, formerly of Hartford, Connecticut, but at present of the city 
of New- York, the brother of Mrs. Wells, swears (vide his deposi- 
tion on file) that some time during the last session he transmitted 
to Washington, in behalf of Mrs. Wells, a bundle of papers, includ- 
ing Dr. Morton's original letter, to be laid before the Committee of 
the House, and that the letter hereinbefore recited, dated October 
19, and signed Wm. T. G. Morton, is a true copy of the original, 
and that when the bundle was returned to him at the close of the 
session, the original was missing. It appears from the certificate of 
Mr. Smith, of the Senate, and Mr. Stanley, of the House, that all 
the papers received from Mr. Wales were transmitted to the Com- 
mittee, and were by them referred to Mr. Sutherland, and also 
from the certificates of Mr. Ingersoll and Mr. Chapman, both of the 
House, that all the papers received back from the Committee were 
returned to Mr. Wales. The Hon. Mr. Sutherland has given us 
the following statement : 

" The Wells papers above referred to were handed to me by 
some member of the Committee after a reference by the Committee 
of the claim of Mrs. Wells to me. I examined them, and made out 
a short statement or report in relation to them, and my impression 
is, that soon afterwards Dr. Morton asked me for them for the pur- 
pose of giving them to Mr. Eantoul, who was drawing the report 
of the majority of that Committee, and that thereupon I did hand 
the Wells papers, together with my report or statement to him, to 
be delivered by him to Mr. Rantoul. Joseph Sutherland." 

It is a little singular that the paper which was calculated to 
damage the reputation of Dr. Morton more than any other should 
have so mysteriously disappeared. What inference should be 
drawn from the premises, the candid must judge. 

What, then, is the conclusion of the whole matter ? It is that 
Dr. Morton, under date of October 19, wrote to Dr. Wells a letter, 
which was a tissue of misrepresentations from beginning to end, 
and induced him to believe that he had discovered and introduced 
some new and much more useful agent than his own, for which he 
had secured a patent — or, in other words, that he had made a great 
improvement on his discovery ; and under this false impression he 
penned the letter of October 20. He did not dream that he* was 
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using one of his (Wells') old agents. But he was soon to be unde- 
ceived, for he started the next day for Boston, and what the result 
of his interview with Morton was, we learn from the statements of 
Mrs. Wells : " I asked him," she says, "whether Morton had dis- 
covered any thing new ?" He replied : "No! it is my old discovery, 
and he does not know how to use it." In place of producing this 
letter against the claims of Dr. Wells, he ought to make some 
reparation to his destitute family for the trouble and expense of 
that useless journey to Boston. 

But the Committee of the House cite, in connection with the 
letter of Dr. Wells of October 20, a letter of E. H. Eddy, dated 
February 17, 1847, who seems to have been Morton's lawyer, in 
which he says that he was present at the interview between Wells 
and Morton at the office of the latter, in Boston, and then he adds : 
" During the meeting we conversed freely on the discovery and in 
relation to the experiments Dr. Wells had been witness to in the 
office of Dr. Morton. The details of the conversation I do not 
recollect sufficiently to attempt to relate them, but the whole of it, 
and the manner of Dr. Wells at the time, led me in no respect to 
any suspicion that he (Dr. Wells) had ever before been aware 
of the then discovered effect of ether in annulling pain during a 
surgical operation." Without dwelling on the fact that this is a 
statement not under oath, and therefore no evidence in the present 
controversy, it is sufficient to say that it is altogether too loose to 
be of any value. It is true the agent mainly relied on by Dr. 
Wells was nitrous oxyd gas, but can statements such as those of 
Mr. Eddy, which were little above conjecture, overrule and put 
down the explicit proof now before the Committee, that Dr. W. and 
his friends at Hartford ascertained the anaesthetic effect of sulphuric 
ether in the winter of 18 11 15 ? 

But it is certain Dr. Wells did not find out, until long after the 
interview at Boston, that it was the purpose of Morton to supersede 
him as the discoverer of Anaesthesia — he supposed that he claimed 
only the discovery and application of another and more convenient 
agent, if not a better one in all respects. 
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Extract from the Deposition of John M. Riggs, of 
Hartford, Connecticut. 

" When Dr. Morton came out with his claim for ether, Dr. Wells 
supposed that he (Dr. Morton) did not propose to controvert his 
(Dr. Wells') pretensions as the discoverer of an anaesthetic agent, 
but merely that he had discovered some other agent that might be 
more conveniently used. But when Dr. Wells found that the fact 
was otherwise, he was greatly disturbed, and I think his health was 
injuriously affected by the controversy." 

There is, therefore, nothing in the letter of Dr. Wells, of Octo- 
ber 20, nor in what transpired at his interview with Morton, that 
militates against his claims ; and yet, on such an inadequate founda- 
tion, the Committee of the House felt themselves authorized to de- 
clare that Dr. Wells did not "originally claim for himself the honor 
of the discovery, but merely of the attempt, which he admitted to 
have been fruitless." Most unfortunate conclusion ! Setting aside 
a mass of testimony such as has seldom been adduced before on a 
question of discovery, and committing a multitude of witnesses of 
the first respectability to infamy, as perjured knaves ! 

Dr. Morton having utterly failed to make any thing out of the 
letter of Dr. Wells, of October 20, to the prejudice of his claims, in 
the next place endeavored to strip him of all merit in respect to 
this great discovery by the allegation that one Samuel Cooley, of 
Hartford, suggested to him in the first instance the idea of Anaes- 
thesia, and he relies on a deposition which Cooley volunteered to 
send to Washington at the last session, to be laid before Congress. 
The following extract from that deposition will present all that is 
material to the point under consideration : 

" That one Gr. Q. Col ton gave a public exhibition in the Union 
Hall, in the said city of Hartford, to show the effect produced upon 
the human system by the inhaling of nitrous oxyd gas ; and, in 
accordance with the request of several gentlemen, Mr. Colton did 
give a private exhibition on the morning of December 11th, 1844, 
at the said hall ; and that the deponent then inhaled a portion of 
said nitrous oxyd gas, to ascertain its peculiar effect upon his sys- 
tem ; and that there were present, at that time, the said Colton, 
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Horace Wells, C. F. Colton, Benjamin Moulton, and several other 
gentlemen, to the deponent at this time unknown ; and that the 
said deponent, while under the influence of said gas, did run 
against and throw down several of the settees in said Hall, thereby 
throwing himself down, and causing several severe bruises upon 
his knees, and other parts of his person ; and that after the peculiar 
influence of said gas had subsided, his friends then present asked 
if he had not injured himself, and then directed his attention to the 
acts which he had committed unconsciously, while under the opera- 
tion of said gas. He then found by examination that his knees 
were severely injured ; and he then exposed his knees to those 
present, and found that the skin was severely abraded and broken ; 
and that the deponent then remarked, ' That he believed that a 
person might get into a fight with several persons, and not know 
when he was hurt, so unconscious was a person of pain while under 
the influence of said gas ;' and the said deponent further remarked : 
' That he believes that if a person could be restrained, he could 
undergo a severe surgical operation, without feeling any pain at the 
time.' Dr. Wells then remarked, ' that he believed that a person 
could have a tooth extracted while under its influence, and not ex- 
perience any pain ;' and the said Wells further remarked : ' that he 
had a wisdom-tooth that troubled him exceedingly, and if the said 
(x. Q. Colton would fill his bag with some of the gas, he would go 
up to his office and try the experiment,' which the said Colton did, 
and the said Wells, C. F. Colton, and G. Q. Colton, and your de- 
ponent, and others at this time unknown to said deponent, pro- 
ceeded to the ofiice of said Wells ; and that said Wells there in- 
haled the gas, and a tooth, was extracted by Dr. Riggs, a dentist 
then present ; and that the said Wells, after the effect of the gas 
had subsided, exclaimed : ' A new era in tooth-pulling !' " 

Now this testimony does not conflict in the slightest degree with 
the claims of Dr. Wells, but on the contrary, it is highly confirma- 
tory of other evidence adduced in support of these claims. It will 
be recollected that, according to the testimony of Dr. Brocket, he 
(Dr. Wells) entertained the idea of applying the gas for anaesthetic 
purposes as early as 1840, and that according to that of Daniel 
Clarke, Mrs. Wells, and Dr. Riggs, he recurred to the same idea 
the evening before, that is to say, on the evening of the 10th. He 
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said to Mrs. Wells in returning home, that he intended to have a 
tooth extracted the succeeding day, while under the influence of 
the gas, and then he went from his own house direct to Dr. Riggs' 
office, and there discussed the subject fully, and arranged with him 
for the experiment in conformity with the purpose avowed to Mrs. 
Wells. Mr. Cooley then is a little too late in his claim of originality 
in consequence of what he said on the morning of the 11th. No 
doubt he is ambitious to figure as an accoucher at the parturition 
of this important idea, but he was a little too late, it was born into 
the world the evening before. But suppose it were otherwise, 
what does his remark amount to ? Was it any thing more than the 
suggestion of a possibility ? Dr. Wells, on the other hand, ex- 
pressed a belief, and proceeded to illustrate the sincerity of that 
belief by an experiment on himself. Did Cooley make any such 
experiment, or attempt to make Anaesthesia practical in any form ? 
How much importance should be attached to the silly pretensions 
of Cooley will appear from the following : 

Extract from the Deposition of John M. Biggs. 

"And I further say, I never knew or suspected that Samuel A. 
Cooley, of this city, claimed to have suggested, originally, to Dr. 
Wells the use of the gas in dentistry, until he (Mr. Cooley) gave a 
deposition, which was forwarded to Washington at the last session 
of Congress, when he said he first suggested the idea to Dr. Wells, 
and he (Dr. W.) made the experiment in consequence. I then said 
to him, Mr. Cooley, you are not going to claim this discovery away from 
Dr. Wells ? He said, No, by no means. I then said, / hope you are 
not going to try to rob him of it ? He said, No, I have been written to, to 
forward my deposition to Washington, and I shall send it in support 
of the claim of Dr. Wells, or words to that effect. 

"In the first instance, Dr. Wells was in the habit of sending to 
New-York for the nitrate of ammonia, used by him in manufactur- 
ing the gas ; afterwards, both Dr. Wells and myself obtained this 
article from Mr. Cooley, and in consequence we were in the habit 
of frequent intercourse with him for a period of two or three years, 
during which he (Mr. Cooley) never intimated that he suggested 
to Dr. Wells, originally, the use and availability of this agent in 
dentistry." 
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Dr. Riggs is mistaken in saying that Cooley swears that he first 
suggested the idea to Dr. Wells, and that he (W.) made his experi- 
ment in consequence. He only says that he suggested a possibility 
on the morning of the 11th, when Dr. "Wells had reached the point 
of full belief the evening before. In other respects, Cooley agrees 
perfectly with Dr. Riggs ; they testify in coincidence to the admin- 
istration of the gas, its effect, the extraction of the tooth, and even 
to the exclamation, U A new era in tooth-pulling /" made by Dr. Wells 
on recovering his consciousness. 

Dr. Morton prints in the appendix to his book, pages 3, 4, 5, 6, 
7, and 8, a letter from himself to Cooley, and a long reply from the 
latter, which is nothing but a tissue of misrepresentations. He 
(C.) has not seen fit to swear to these new statements, probably from 
a discreet reference to the pains and penalties which the law attaches 
to the crime of perjury. Morton says, in his letter to Cooley, that 
he addresses him " for the purpose of drawing from him, upon the 
several points contained in his statement " (referring to his deposi- 
tion) " more precise and definite information than it at present 
conveys." It appears that Morton has been several times in Hart- 
ford of late ; why did he not get his friend Cooley, the new-born 
discoverer of Anaesthesia, to swear to this "more precise and 
definite information" ? The production of a mere letter from Cooley, 
under such circumstances, savors a little too much of artifice, not 
to say fraud, to commend the case of Dr. M. to the confidence of 
upright men. 

The next resort of Dr. Morton is to an allegation of unfairness 
in taking testimony, at Hartford, in support of the claims of Dr. 
Wells. He seems to indulge sentiments of resentment and bitter- 
ness towards Dr. Ellsworth, who is one of the most upright of men, 
and has committed no other offense than that involved in efforts to 
elicit the truth, in aid of the deliberations of the Committee and of 
the two Houses of Congress. At p. 9 of this book, Morton says : 
"Dr. Ellsworth, one of the three principal witnesses relied on, is 
little else than the actual party concerned," and refers to the deposi- 
tion of Mr. Horace Cornwall, (his lawyer,) to justify this imputa- 
tion. What is meant by the suggestion that there are three 
principal witnesses, of whom Dr. Ellsworth is one, it is not import- 
ant to consider. It is true, the testimony of Dr. Ellsworth is 
believed to be important, but it is not by any means as much so as 
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that of several other witnesses. On turning, however, to the 
deposition of Cornwall, we find allegations against Dr. Ellsworth, 
in substance, that he took some part in the examination and cross- 
examination of witnesses in favor of the Wells family, and finally 
concurred with their counsel in denying him (Mr. Cornwall) the 
privilege of attending to cross-examine witnesses examined in sup- 
port of the "Wells claim. 

Dr. Ellsworth has forwarded his deposition in response to these 
allegations, from which it appears that he has taken some part in 
the examination, prompted by commiseration for a defenseless 
family. He is, moreover, perfectly familiar with the whole contro- 
versy, and could better conduct the inquiry than counsel who are 
comparatively strangers to the subject. 

"With respect to the exclusion of Mr. Cornwall, it appears his 
conduct was so procrastinating and vexatious that it was indispen- 
sable. Dr. Ellsworth says that he himself was under examination 
before Mr. Smith, the Commissioner, nearly a week, and that on 
one occasion he was on the stand until half-past eleven at night ; 
that Dr. Riggs was four days in giving his direct testimony, and 
that his deposition was sent off to "Washington without cross-ex- 
amination, unsigned, unfinished, and contrary to his remonstrances. 
" Had Dr. Riggs," says Dr. Ellsworth, " given in all his testimony, 
it must have occupied from four to six days longer, at the rate the 
examination had gone on." Under such circumstances, the counsel 
of the "Wells family concluded (in which Dr. Ellsworth admits he 
concurred) that it was impossible to take the testimony by examin- 
ation and cross-examination, and therefore they adopted exactly the 
course pursued by Dr. Morton himself, of which he can not complain. 
Every part of his testimony is ex parte, and much of it is not even 
sworn to. No notice was given to Mrs. "Wells or her son, and no 
opportunity was afforded them to cross-examine his witnesses, and 
what is a little curious, the calumnious statements of Cornwall 
himself are ex parte and without notice to any one. It is then with 
a poor grace that Morton complains of the exclusion of his lawyer. 
Perhaps, before he proceeds much further in arraigning the conduct 
of others, he had better explain how it is that he should produce 
to the Committee, and endeavor to impose on Congress a paper, 
purporting to be the deposition of Dr. Riggs, when it was neither 
completed, signed, nor sworn to. 



122 

XI. There remains a matter to be adverted to, which will throw 
much light not only on the claims of Dr. Morton, but also on those 
of Dr. Jackson, as they stand in competition with the claims of 
Wells. Both Morton and Jackson have involved themselves in 
inextricable difficulty by their statements on occasion of their ap- 
plication for a patent for their pretended discovery. It will be found 
that such statements are utterly at war with the claims which they 
have since been urging in opposition to each other, and equally at 
war with those which they are now urging in opposition to Wells. 
The following papers will bring this branch of the subject folly 
before us : 

Copy of the Schedule or Specification annexed to the Letters 
Patent issued to William T. G. Morton, on assignment of 
Charles T. Jackson of all his interest in the thing patented, 
which Letters are dated November 12th, 1846. 

To all persons to who«L these presents shall come : Be it known 
that we, Charles T. Jackson and William T. Gr. Morton, of Boston, 
in the county of Suffolk, and State of Massachusetts, have invent- 
ed or discovered a new and useful improvement in surgical opera- 
tions on animals, whereby we are enabled to accomplish many if 
not all operations, such as are usually attended with more or less 
pain and suffering, without any or with very little pain to, or mus- 
cular action of, persons who undergo the same ; and we do hereby 
declare that the following is a full and exact description of our said 
invention or discovery. 

" It is well known to chemists that when alchohol is submitted to 
distillation with certain acids, peculiar compounds termed ethers are 
formed, each of which is usually distinguished by the name of the 
acid employed in its preparation. It has also been known that the 
vapors of some if not all of these chemical distillations, particularly 
those of sulphuric ether, when breathed or introduced into the 
lungs of an animal, have produced a peculiar effect on its nervous 
system — one which has been supposed to be analogous to what is 
usually termed intoxication. It has never (to our knowledge) been 
known until our discovery that the inhalation of such vapors, par- 
ticularly those of sulphuric ether, would produce insensibility to 
pain, or such a state of quiet of nervous action as to render a 
person or animal incapable to a great extent, if not entirely, of 
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experiencing pain while under the action of the knife or other in- 
strument of operation of a surgeon, calculated to produce pain. 

This is our discovery, and the combining it with or applying it 
to any operation of surgery for the purpose of alleviating animal 
suffering, as well as of enabling a surgeon to conduct his operation 
with little or no struggling or muscular action of the patient, and 
with more certainty of success, constitutes our invention. The 
nervous quiet and insensibility to pain produced on a person is 
generally of short duration, the degree or extent of it, or time which 
it lasts, depends on the amount of etherial vapor received into the 
system and the constitutional character of the person to whom it is 
administered. Practice will soon acquaint an experienced surgeon 
with the amount of etheric vapor to be administered to persons for 
the accomplishment of the surgical operation or operations required 
in their respective cases. For the extraction of a tooth the person 
may be thrown into the insensible state, generally speaking, only a 
few minutes. For the removal of a tumor or the performance of 
the amputation of a limb, it is necessary to regulate the amount of 
vapor inhaled to the time required to complete the operation. 
"Various modes may be adopted for conveying the etheric vapor 
into the lungs. A very simple one is to saturate a piece of cloth 
or sponge with sulplmric ether, and place it to the nostrils or mouth, 
so that the person may inhale the vapors. A more effective one is 
to take a glass or other proper vessel, like a common bottle or flask, 
place it in a sponge saturated with sulphuric ether, let there be a 
hole made through the side of the vessel for the admission of at- 
mospheric air, (which hole may or may not be provided with a valve 
opening downwards so as to allow the air to pass into the vessel,) 
a valve on the outside of the neck opening upwards to another 
valve in the neck and between that last mentioned, and the body 
of the vessel or flask, which latter valve in the neok should open 
towards the mouth of the neck or bottle. The extremity of the 
neck is to be placed in the mouth of the patient, and his nostrils 
stopped or closed in such manner as to cause him to inhale air 
through the bottle and to inhale it through the neck and out of the 
valve on the outside of the neck. The air thus breathed by passing 
in contact with the sponge will be charged with etheric vapors, 
which will be conveyed by it into the lungs of the patient. This 
will soon produce the state of insensibility or nervous quiet re- 
quired. 
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"In order to render the ether agreeable to various persons, we often 
combine it with one or more essential oils having pleasant perfumes. 
This may be effected by mixing the ether and essential oil and 
washing the mixture in water. The impurities will subside and the 
ether impregnated with the perfume will rise to the top of the water. 
We sometimes combine a narcotic preparation, such as opium or 
morphine, with the ether. This may be done by any ways known 
to chemists by which a combination of etheric and narcotic vapors 
may be produced. 

" After a person has been put into a state of insensibility as above 
described, a surgical operation may be performed upon him with- 
out, so far as repeated experiments have proved, giving to him any 
apparent or real pain, or so little, in comparison to that produced 
by the usual process of conducting surgical operations, as to be 
scarcely noticeable. There is very nearly if not entire absence of 
all pain. Immediately or soon after the operation is completed, a 
restoration of the patient to his usual feelings takes place without, 
generally speaking, his having been sensible of the performance of 
the operation. 

" From the experiments we have made, we are led to prefer the 
vapors of sulphuric to those of muriatic or other kind of ether, 
but any such may be employed which will properly produce the 
state of insensibility without any injurious consequences to the 
patient. 

" We are fully aware that narcotics have been administered to 
patients undergoing surgical operations, and, as we believe, always 
by introducing them into the stomach. This we consider in no 
respects to embody our invention, as we operate entirely through 
the lungs and air-passages, and the effects produced upon the patient 
are entirely or so far different as to render the one of very little 
while the other is of immense utility. The consequences of the 
change are very considerable, as an immense amount of human 
or animal suffering can be prevented by the application of our 
discovery. 

" What we claim as our invention is the hereinbefore described 
means by which we are enabled to effect the above highly import- 
ant improvement in surgical operations, to wit, by combining 
therewith the application of ether or the vapor thereof substan- 
tially as above specified. 
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" In testimony whereof we have hereunto set our signatures this 

twenty-seventh day of October, A.D. 1846. 

" Charles T. Jackson, 

" William T. Gt. Morton. 
" Witnesses : 

" E. H. Eddy, 

" W. H. Leighton." 



Copy of the Affidavit or Oath appended to the foregoing Speci- 
fication, as the same appears on the files of the Patent Office. 

State of Massachusetts, 



County of Suffolk. r 

On this 27th day of October, A.D. 1846, personally appeared 
before me the above-named Charles T. Jackson and William T. G . 
Morton, and made oath that they do verily believe themselves to be 
the original and first inventors of the improvement herein above 
described ; that they do not know or believe the same to have ever 
before been known or used, and that they are citizens of the United 
States of America. E. H. Eddy, Justice of the Peace. 



Copy of the Assignment by Charles T. Jackson to Wm. T. G. 
Morton, of all his right and interest in the above discovery, 
taken from the Patent Office. 

To all persons to whom these presents shall come : Whereas I, 
Charles T. Jackson, of Boston, in the State of Massachusetts, 
chemist, have, in conjunction with William T. Gr. Morton, of said 
city, dentist, invented or discovered a new and useful improve- 
ment in surgical operations on animals, whereby we are enabled to 
accomplish many if not all operations, such as are usually attended 
with more or less pain and suffering, without any, or with very 
little, pain or muscular action to persons who undergo the same ; 
and whereas, the said Morton is desirous of procuring a patent on 
the same, and, as I believe, can not legally do so without my signa- 
ture to the specification and application ; and whereas I am de- 
sirous of benefiting him, and not to be interested in any patent, 
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I have therefore, in consideration of one dollar to me in hand 
paid, the receipt of which I do hereby acknowledge, assigned, set 
over, and conveyed, and by these presents do assign, set over, and 
convey to the said Morton and his legal representatives all the right, 
title, and interest whatever which I possess in the said invention 
or discovery, a specification of which I have this day signed and 
executed in conjunction with him, for the purpose of enabling him 
to procure a patent thereon. 

And I do hereby request the Commissioner of Patents to issue 
the said patent to the said Morton, in his name, and as my assignee 
or legal representative, to the extent of all my right, title, and in- 
terest whatever in the said invention or discovery. 

In testimony whereof, I have hereto set my signature and affixed 
my seal, this 27th day of October, 1846. 

Charles T. Jackson, [l. s.] 
Witness : E. H. Eddy. 

[Keceived and recorded November 10, 1846.] 



The facts disclosed by these papers invite the following remarks : 

1. It appears that Charles T. Jackson and William T. G. Morton, 
on the 27th day of October, 1846, united in representing to the 
Patent Office that they had discovered Anaesthesia, and that the 
same was the product of their joint labors, efforts, and sacrifices. 
They addressed the Commissioner in the following language : 
" We, Charles T. Jackson and Wm. T. Gr. Morton, of Boston, in 
the county of Suffolk, and State of Massachusetts, have invented 
or discovered a new and use/id improvement in surgical operations" 
and then throughout the paper, they speak of " our invention," " our 
discovery," and u we" do this thing, and "we" do the other, con- 
cluding thus : " What we claim as our invention is" etc. There is, 
therefore, in these papers, a most formal asseveration that they 
(Jackson and Morton) were jointly concerned in making this dis- 
covery, and that it was not the sole product of the labors of either, 
but that by a copartnership of skill, ingenuity, and ability, they 
had obtained this highly important result. But we have something 
more than mere statements, for they make solemn oath to the truth 
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of these avowments. They swear that " they do verily believe them- 
selves to be the original and first inventors of the improvement" etc. 
They do not swear that Dr. Jackson made it alone in the winter of 
1841-^2, when, according to his own account of the matter, he re- 
sorted to the vapor of ether to allay the irritation of his throat, 
occasioned by the inhalation of chlorine gas. Nor, that Morton 
made it, September 30, 1846, when he extracted the tooth of Eben 
Frost, but that they had conjoined their powers, and, entering this 
important field of inquiry, had been enabled, by the assistance and 
support which they had mutually rendered each other, to make the 
improvement or discovery which they describe and set out at 
length. In order, as it would seem, to put the matter of copart- 
nership of ingenuity and talent beyond all doubt, Dr. Jackson takes 
care to inform the world in his " deed of assignment," (also dated 
October 27,) that he had made this great discovery " in conjunction" 
with Morton. The language is this: "I, Charles T. Jackson, of 
Boston, in the State of Massachusetts, chemist, have, in conjunction 
with Wm. T. G. Morton, dentist, of said city, invented and dis- 
covered a new and useful improvement," etc. And Morton, in 
accepting such a deed of assignment from Jackson, and in claiming 
under it, admits he, also, in investigating this matter, acted in con- 
junction with Jackson. There was, then, on and before the 27th 
day of October, "a conjunction" between Charles T. Jackson and 
Wm. T. G. Morton, but it is believed there has been very little 
" conjunction" since. No sooner had they stated and sworn in 
effect that neither of them could properly claim the discovery as 
exclusively his own, but that it was the product of their joint dili- 
gence, skill, learning, and ability, than they turned upon each 
other and commenced a war of extermination, which they are pur- 
suing to this day. They now insist that all their representations to 
the Commissioner, including the oath which involved the idea of 
mutual participation and joint labor, was false. Dr. Jackson brings 
forward a large mass of testimony from witnesses of the first respecta- 
bility, and of unquestionable rectitude, which proves conclusively 
that Dr. Morton is not entitled to the slightest credit for the dis- 
covery, and that every thing he did in the application of ether for 
the purpose indicated, was based on information derived from him, 
(Dr. J.) On the other, Dr. Morton produces another mass, even 
more voluminous than that adduced by Dr. Jackson, by which he 
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proves with equal clearness that his (Dr. J.) pretensions are ground- 
less ; that his experiments with sulphuric ether in the summer and 
fall of 1846, were his own, and were conducted at his own expense 
and responsibility, without any essential aid from Jackson. It is 
believed that lovers of truth and justice can look on while this war 
is raging, with entire composure ; if the result is mutual annihila- 
tion, so much the better — that will leave Horace Wells, the true 
discoverer of Antesthesia, the sole occupant of the field. 

2. In this connection it becomes necessary to take some notice of 
the grounds assumed by the minority of the select Committee of the 
House in respect to the relative merits of "Wells and Jackson. The 
following extract from the report of the Hon. Mr. Stanley, page 
56, is all that is material : 

"The undersigned feels it due to the claims of Mr. Wells, to 
state that he has not examined the evidence before the Committee 
on his behalf with much care. The papers were referred to a 
member of the Committee, whose views are probably incorporated 
in the report of the majority. But if all that Mr. Wells' friends 
urge is susceptible of being proved, the undersigned is satisfied 
from the evidence, that Dr. Jackson's discovery was made long be- 
fore Wells claimed that he knew any thing of the power of ether 
in rendering the system insensible to pain under surgical operations." 

Mr. Stanley, no doubt, endeavored to give the subject an im- 
partial and upright consideration, but his mind seems to have been 
almost entirely absorbed by the conflicting pretensions of Jackson 
and Morton. Mr. Evans, the other minority member, concurred 
with him in supporting the pretensions of Jackson, but took no 
notice of the claims of Wells. It is to be hoped that these honora- 
ble members will review their opinions, and consider how they can 
reconcile the idea of priority by Jackson with his representations 
under oath to the Patent Office, " I, Charles T. Jackson, of Boston, 
in the State of Massachusetts, chemist, have, in conjunction with Won. 
T. G. Morion, dentist, invented or discovered a new and useful im- 
provement," etc. Now there could have been no " conjunction" 
between the " chemist" and " dentist" to make this improvement or 
discovery until the summer of 1846. It is admitted on all hands 
that Morton did not turn his attention to the subject until that 
period. He has at all times so averred, as he does now. All the 
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witnesses, and they are many, who speak of the initiation, progress, 
and consummation of his labors, comprise them within the summer 
and fall of 1846. There could, then, have been no "conjunction" 
of these brilliant stars of Anaesthesia at an earlier period. It is 
difficult to see how Dr. Jackson is to be rescued from this dilemma. 
In saying and swearing that he made this discovery with the as- 
sistance and by the cooperation of Morton, he in effect admits he 
had not consummated it until the fall of 1846. And this accords 
with the exact truth. It is impossible to believe that he had formed 
a distinct conception of Anaesthesia as early as the winter of 1841-2, 
when it is admitted that he did not bring it to the test of experi- 
ment in five long years. He did not make the slightest effort to 
introduce Anaesthesia into dental or surgical practice, but kept the 
whole thing locked up in his own breast, unless the circumstance 
of mentioning it casually to a few of his friends ought to qualify 
the remark. It is a settled principle that a mere discovery lays no 
foundation for a claim of merit. Discovery must be made practical 
bo far as the nature of the subject admits. Publicity is also an im- 
portant element, and it should be early publicity to render a claim 
clear and unquestionable. Indeed, there is a species of guilt in 
making such a discovery as this and keeping it a secret for a long 
time. A man who does so, can in no sense be deemed a public 
benefactor, and least of all, should be permitted to supersede one 
who has not only conceived ideas, but made them practical, and 
given them instantly to the world. As between Jackson and Mor- 
ton, the speculations of the former, (for we hold them to have been 
nothing more,) from 1841 to 1846, may have some weight. They 
would seem to render probable the statements of his witnesses, that 
he communicated to Morton full information as to the effects of 
sulphuric ether, and that he (M.) acted in experimenting with that 
substance under his instructions and on his responsibility. To 
bring forward, however, loose remarks and speculative suggestions, 
in opposition to the claims of a practitioner of Anaesthesia from 
1844 and onward, is preposterous to the last degree. The question 
of priority, then, as between Jackson and Wells, must, on the word 
and oath of the former, be decided in favor of the latter. 

XII. But it may be insisted, as it was at the last session, that Dr. 
Morton has obtained a patent, and that his discovery having been 
9 
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used in the Army and Navy of the United States, it is but reason- 
able he should be compensated therefor ; the Government should 
buy out the patent, and thus secure the free use of the thing pa- 
tented, not only in the Army and Navy, but to the public generally. 
To this it is sufficient to say, that a patent is only prima facie evi- 
dence of right, and that priority established, as in this case, in favor 
of another party, makes the patent void. The application for the 
patent was ex parte. Dr. "Wells was not present and had no notice 
to be present — it was a proceeding behind his back, and therefore 
can not conclude his rights for a moment. 

It is believed that the discovery, by whoever made, is not patent- 
able. Dr. Morton produces a contrary opinion from the late Mr. 
"Webster, but it is submitted that the following considerations must 
conduct us to other results : 

1. Sulphuric ether was known as a remedial agent long before 
any of these parties claim to have made this discovery. Dr. Morton 
admits this in his memoirs to the French Academy. " I became 
satisfied," he says, " that there was nothing new or particularly 
dangerous in the inhaling of ether ; that it had long been the toy 
of professors and students, known as a powerful anti-spasmodic, 
anodyne, and narcotic capable of intoxicating and stupefying when 
taken in sufficient quantity." 

2. Dr. Morton does not pretend to have discovered a new method 
of administering this old remedy ; his method is inhalation, which 
he says, as above, is not new. 

3. He has not, by a combination of a new element with this well 
known remedy, caused it to produce a new effect. It is the same 
old remedy administered in the same old way, and producing the 
same old effect. Dr. Morton admits, as above, that it had long 
been " known as a powerful anti-spasmodic, anodyne, and narcotic, 
capable of intoxicating and stupefying when taken in sufficient 
quantity." All he claims is, that he has found out that this intoxi- 
cating and stupefying effect is much more extensive than was sup- 
posed before his discovery; that it will paralyze the nerves of 
sensation so that surgical operations can be performed without pain. 
Whoever before heard of patenting a mere discovery of an effect 
of medicine, or rather of the extent of a well-known effect? Not 
even the great name of Mr. "Webster can make such a proposition 
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law. The true principle is stated by Bulwer, J., 2, IT. Blk., p 
487, as follows : 

" Suppose the world were better informed than it is, how to 
prepare Dr. James' fever powders, and an ingenious physician 
should find out that it was a specific cure for consumption, if given 
in particular quantities, could he have a patent for the sole use of 
James' powder in consumptions, or to be given in particular quanti- 
ties ? I think it must be conceded that such a patent would be void, 
and yet the use of the medicine would be new, and the effect of it as 
materially different from what is now known as life is from death. 
So in the case of a late discovery, which, as far as experience has 
hitherto gone, is said to have proved efficacious. That of the 
medicinal properties of arsenic, in curing agues ; could a patent be 
supported for the sole use of arsenic in agueish complaints ? The 
medicine is the manufacture and the only object of a patent, and, 
as the medicine is not new, any patent for it, or for the use of it, 
would be void." 

Only a few items remain to be noticed, and then we will hasten 
this Expose to a conclusion. 

" Boston," says the House Committee of the last session, in speak- 
ing of Morton's supposed discovery, " was proud of its maternity." 
We fear this sentiment may have had an eifect in giving Dr. Morton 
some support, which he would not have otherwise received. Even 
the truly able and excellent gentlemen connected with the Massa- 
chusetts General Hospital may have been unconsciously influenced 
by a claim to have Anaesthesia considered an emanation of their 
institution. We are glad, however, to find there is at least one of 
the surgeons of that Hospital who has so far looked into the merits 
of the case as to become convinced of the high claims of Horace 
Wells to the gratitude of mankind. We produce here a letter from 
C. H. Haywood, M.D., of Boston, Massachusetts, who was house- 
surgeon of the above Hospital at the time Dr. Morton tried his 
experiments there, and whose name is prominently presented in 

the case of Dr. Morton : 

" New- York, January 14, 1853. 

" Dear Sir : I comply very cheerfully with your request, and 

herewith send you some ' thoughts on the ether controversy.' 

From the position which I happened to occupy when Morton first 
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applied ether to surgery, in the Massachusetts General Hospital — 
from my having assisted at the first operation of any magnitude, 
ever done under the influence of an anaesthetic agent, and been, 
consequently, more or less mixed up with the controversy, you may 
have supposed that I had some facts in my possession bearing 
upon the disputed points. But the truth is, the whole ground has 
been so thoroughly worked over, that I have nothing to communi 
cate but a few considerations which have influenced my own mind, 
based upon facts well known and acknowledged by all parties ; and 
to plunge at once, in medias res, the present state of the business 
seems to be this : Several parties lay claim to remuneration from 
Government, and the everlasting gratitude of all mankind, on the 
ground of having severally and independently discovered and per- 
fected a means of lulling sensibility during surgical operations. 
Now I do not believe that any one party has a right to a claim like. 
that. For there is a probability from analogy, made a certainty 
by documentary evidence, that this discovery, like almost all other 
great discoveries, was the offspring of several brains, and was 
gradually brought forth. It was no Minerva born with one blow. 
Moreover, in analyzing the nature of the discovery, we can detect 
several elements which were successively brought to light. 

" Thus we observe, in the first period, an indefinite search after 
some method of producing insensibility to pain, and animal magnet- 
ism was tried and failed, opium and other anodynes were then made 
use of, but the result was unsatisfactory. Then came a second 
period, where great advance was made, which is, beyond all dispute, 
due to Dr. Horace Wells ; in this period was made known the 
great fact, that substances applied to the pulmonary surfaces by 
inhalation, produced a sudden and concentrated effect quite different 
from that of the same agents taken into the stomach. This method 
of administration required that the substances should be in a state 
of vapor or gas ; and Dr. Wells soon discovered by experimentation 
that certain intoxicating agents would produce, when inhaled, in- 
sensibility to pain, and this was the first important step in the his- 
tory of Anaesthesia. 

" The question of priority may be easily settled. It is satisfac- 
torily proved that Dr. Wells' experiments had established the 
above-mentioned points as early as October, 1844, though they had 
not determined either the best agent, or perfected the method of 
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administration in detail. But this question will be attended to in 
a moment. It is well known that Dr. Morton was a student in Dr. 
Wells' office, and witnessed these experiments, yet the administration 
of ether to the first case of surgery in the Massachusetts Hospital, 
did not take place till October, 1846, as appears by my own letter 
to Dr. Morton, which has been cited in all the histories of the con- 
troversy as evidence that I supported all the claims set up by Mor- 
ton. What my real opinion is, and always has been, you shall 
soon see. In the third period, the anaesthetic properties of certain 
substances were discovered. First, nitrous oxyd gas was tried, then 
sulphuric ether, then chloroform, then chloric ether. These dis- 
coveries were all made by different individuals, and their relative 
value and safety has not yet been finally determined by surgeons. 
In one hospital you will find, at the present time, nothing used but 
chloroform ; at another, chloroform is regarded as dangerous, and 
chloric ether is substituted ; while in very few is sulphuric ether 
ever used. Now for which of these agents, and to which discov- 
erer, shall remuneration be granted ? To each, and for all, I say. 
To Dr. Morton for sulphuric ether, to Dr. Simpson for chloroform, 
to Dr. John C. Warner for chloric ether ; but before all, let full and 
ample justice be done to that noble genius which first conceived 
the grand idea, which has been the basis of all the experiments, 
and the father of all the discoveries. To the spirit of Dr. Horace 
Wells, belongs the honor of having given to suffering humanity the 
greatest boon it ever received from science. 

"With sentiments of respect and esteem, 
" I remain 

Your obedient servant, 

" C. H. Haywood, M.D., 

" Formerly House-Surgeon of the Mass. Gren. Hospital. 

" Mr. Brooks." 

It is satisfactory to find that other distinguished professors and 
practitioners of surgery, in different parts of the country, concur 
fully with Dr. Haywood in assigning to the claims of Dr. Horace 
Wells, a marked preeminence over those of his competitors, as 
witness the following letter from Professor E. D. Mussey of Cincin- 
nati, Ohio — 
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" Cincinnati, December 24, 1852. 
"Dear Sir : I have received your letter. I do not know whether 
my affidavit, in the matter of Dr. Morton's application to Congress 
for a reward of his alleged discovery of the anresthetic properties 
of ether, would be of any value. I have long regarded Dr. Wells 
as entitled to the credit and the pecuniary reward, if any such con- 
sideration is to be made for the invaluable discovery of Anaesthesia 
in surgical operations ; and if he has left a family, I would hold up 
both hands to induce Congress to provide for them. If any thing 
I can say in truth will promote this object, either directly or indi- 
rectly, I am willing to say it. 

" Very respectfully, yours, 

" R. D. Musset. 
" Hon. T. Smith, IT. S. S." 



In 1847 the General Assembly of Connecticut explicitly recog- 
nized Dr. Wells as the discoverer of Anaesthesia, and declared that 
he was entitled to the favorable consideration of his fellow-citizens, 
and to the high station of a public benefactor. In March last, the 
Court of Common Council of the city of Hartford passed resolu- 
tions to the same effect. The whole medical corps of the same city 
have united in testimonial in favor of the claim of Dr. Wells, and 
many of them have stated material and important facts, and declar- 
ed their belief in the priority of Dr. Wells under oath. Besides 
this, no less than one thousand citizens of Hartford, many of the 
highest station in society, judges, lawyers, divines, physicians, mer- 
chants, and indeed men of every class, have memorialized Congress 
at the present session, praying for a favorable appreciation of the 
case of Dr. Wells. But a fact more significant than all these, may 
be found in the auspices under which the memorial of Charles 
Thomas Wells now comes before us. He is a youth of tender years, 
and, having no guardian, is obliged to address Congress by his next 
friends. And he has found friends indeed in the Right Rev. J. C. 
Brownell, Bishop of the Protestant Episcopal Church of the 
Diocese of Connecticut, and the Hon. Thomas Scott Williams, late 
Chief- Justice of the Supreme Court of the same State, at once alike 
venerable for their years and venerated for a long life of private 
virtue and public usefulness. Nothing but a high sense of the 
justice and rectitude of the pretensions which Dr. Wells urged in 
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his lifetime, and which his family insist on now, could have induced 
them to extend to these pretensions the patronage of their exalted 
names, station, and character. The subjoined deposition will show 
that Bishop Brownell has a personal knowledge of the subject : 

" I, Thomas C. Brownell, of the city and county of Hartford, 
depose and say, that: On or about the first of January, 1848, my 
daughter, Frances J. Brownell, had five teeth extracted by Dr. 
Eiggs, a dentist of this city ; she being, at the time, under the 
influence of nitrous oxyd gas, administered to her by the late Dr. 
Wells. I was present at the operation, and saw no evidence that 
my daughter was conscious of suffering, and she told me afterwards 
that she felt no pain during the operation. A few weeks afterwards 
she had three more teeth extracted, while under the influence of 
ether, and with little appearance of suffering, though she thought 
it less genial in its effects than the nitrous oxyd gas, and such was 
my own judgment of its operation. 

" T. C. Brownell." 
Sworn before Henry L. Eider, N". P. 



The case of the unfortunate Horace Wells is now before us — 
of that man who did more for suffering humanity than any one 
else from the days of Jenner, and who, had God spared his reason 
and staid the hand which cut the thread of life, would at this 
moment be the acknowledged author of Anaesthesia throughout 
the civilized world, and associated in the same bright galaxy with 
Jenner and other illustrious benefactors of mankind. Shall impos- 
ture be permitted to usurp the place of merit ; shall ignorance and 
presumption overtop all the emanations of true genius, and all the 
promptings of a generous, noble, and self-sacrificing spirit ; shall 
artifice, chicanery, and mendacity stand before sincerity, rectitude, 
truth, and honor ; and shall an attempt to commit a piracy on the 
reputation of the dead, and to rob the widow and the fatherless of 
what they deem a priceless jewel, be held in as high esteem as the 
memory of one who consecrated all his best faculties and utmost 
energies to an alleviation of the keenest pangs of humanity, and 
who went down to the grave a victim alike to his success and to 
the opposition which that success prompted. Until these things 
happen, there can be no failure of justice for the family of Horace 
Wells. 



APPENDIX. 



From the Journal of Commerce. 

Messes. Editoes : I observe in your paper of the 6th instant, an 
article headed " National Testimonial to the Discoverer of Anes- 
thesia," in which it is stated that a meeting of medical gentlemen 
had been recently held at the residence of Dr. Willard Parker, to 
provide such a testimonial for the purpose indicated, and that Drs. 
Valentine Mott, John W. Francis, Joseph M. Smith, Gurdon Buck, 
James R. Wood, Willard Parker, John Watson, J. Marvin Sims, 
and James Minor, were appointed a Committee to that end. If 
this were all, I could not interpose the slightest objection to the 
movement. On the contrary, it would be in my judgment in the 
highest degree praiseworthy, as the effort, if successful and directed 
in conformity with the truth, woiild make some provision for the 
destitute family of the late Horace Wells, of Hartford, who, I 
affirm and can prove, was the real author of this great boon to 
humanity. 

But I observe, with concern, that this opening statement is fol- 
lowed with an address to the public, in which the whole merit of 
having discovered a competent agent for anaesthetic purposes is 
accorded to Wm. T. G. Morton, of Boston, and therefore it is 
obvious that the purpose of the meeting was to provide some tes- 
timonial in his favor. 

This will be apparent from the following extract : 

" Wine and strong alcoholic drinks, in such quantity as to induce 
intoxication, were occasionally employed, even before the com- 
mencement of the present century, for rendering persons insensible 
to the pain of surgical operations. With the same end in view, 
some surgeons, addressing the intellect, were in the habit of ex- 
citing sudden fear, alarm, or astonishment, to divert the attention 
of their patients. Others, again, resorted to the uncertain and 
inexplicable influence of mesmerism. Still more recently, the 
nitrous oxyd gas, administered by inhalation, has, as originally 
suggested by Sir Humphrey Davy, been employed for producing 
temporary loss of consciousness. But this, too, after a fair trial, 
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has failed, and the hopes founded upon it have proved nugatory 
and delusive. So that up to this point, the want of a reliable agent 
for rendering the human hody insensible to pain — a want so long 
felt, and to" obviate which so many fruitless efforts have been 
made — was still to be supplied. That want, however, has since 
been fully met. 

" The first great triumph of placing in the hands of the Profes- 
sion an agent capable of rendering the patient safely, and at will, 
utterly insensible to the stroke of the surgeon's knife, was in de- 
tecting and establishing by experiment the anaesthetic powers of 
sulphuric ether. For this discovery the world is indebted to Dr. 
Wm. T. G. Morton, of Boston. 

" Whatever may have been the steps preliminary to this remark- 
able discovery, Dr. Morton's claim to it is established beyond all 
controversy, and his merit in this respect, with those who have 
taken the trouble to inform themselves on the subject, can be no 
longer a question of dispute." 

I observe that this address is not signed by any body. I am 
quite sure it could not have been seen or approved by Dr. Willard 
Parker, as on the occasion of a Congressional inquiry on the sub- 
ject in 1852, he gave an affidavit directly the reverse. Let the 
public read and ponder, as follows, namely : 

" I, Willard Parker, of the city and county of New-York, Doc- 
tor of Medicine and Professor of Surgery in the College of the 
Physicians and Surgeons of the University of the State of New- 
York, being duly cautioned and sworn, do depose and say that I 
graduated at the Harvard University, State of Massachusetts, in 
1826, and afterwards, as a Doctor of Medicine, in the same Uni- 
versity. 

" I have been engaged as a public teacher of medical and sur- 
gical science for more than twenty years. While an academical 
student at Cambridge, I became acquainted with the influence and 
effect of nitrous oxyd gas upon the human system. 

" In the spring of 1831, during th£ course of public lectures in 
the Vermont Medical College (then the Clinical School of Medi- 
cine) at Woodstock, the students of my class, after having used 
nitrous oxyd gas prepared for them by the Chemical Professor, 
took up the use of sulphuric ether, and they were in the habit of 
making themselves intoxicated and insensible by its inhalation. I 
finally checked them in the employment of the ether, fearing dele- 
terious effects. 

" I further say that I then observed that the operation and influ- 
ence of the above agents, when inhaled, were very similar. It 
has long been known that nitrous oxyd gas, sulphuric ether, chloric 
ether, and like substances, would produce intoxication and some 
insensibility ; but it was not known that these agents could be so 
employed as to suspend all sensibility during surgical operations, 
and that too, with safety, until the discovery of the late Horace 
Wells. I further say that it being known that nitrous oxyd gas 
would produce anaesthesia in surgical operations, it would suggest 
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to any one having any knowledge of the two substances, that sul- 
phuric ether would produce the same effects, and that the substi- 
tution of the ether for the gas, does not in my opinion merit the 
name of discovery. The merit should, in my judgment, be award- 
ed to the man who first applied either of these agents for anaes- 
thetic purposes ; and lam very confident and strong in the opinion, 
that man was the late Horace Wells, of Hartford, and further this 
deponent says not. 

" New- York, Nov. 26th, 1852. W. Parker. 

" Sworn to before me this 13th day of December, 1852. 

" Henry A. Kerr, Com. of Deeds." 



I am equally sure that the same address could not have been 
seen or approved by Dr. Valentine Mott, as he also, on the same 
occasion, gave an affidavit directly the reverse, as follows, namely : 

" I, Valentine Mott, of the city of New- York, surgeon, do aflirm 
that the first intimation I ever had of the probable application of 
the influence of the nitrous oxyd or sulphuric ether to obliterate 
all consciousness of pain in surgical operations, was derived from 
the late Dr. "Wells, of Hartford. 

" When on a visit to New- York, he called on me and made the 
fact known. He said he had used ether for the extraction of teeth, 
and he believed it might be employed for the same purpose in great 
surgical operations. As he first applied ether for the purpose of 
producing anaesthesia, he is fully entitled to the credit and honors 
of the discovery. 

" This interview was some time before any publication was made 
any where on the subject. My impression is, that as various 
chemical agents will produce anaethesia, they all may be used with 
proper care ; I began with sulphuric ether, but after Dr. Simpson, 
of Edinburgh, sent me his pamphlet, I immediately had the chlo- 
roform made, and used it ever since, and ain perfectly satisfied 
with it. 

"New- York, Dec. 20th, 1852. Valentine Mott. 

" Sworn to before me, this 23d day of Dec. 1852. 

" Henry A. Kerr, Com. of Deeds." 



I am also sure that the address could not have been seen or 
approved by Dr. John W. Francis, as he likewise has, on said 
occasion, given an affidavit directly the reverse, as follows : 

"New- York, November 26th, 1852. 
" I hereby testify to all whom it may concern, that I have exer- 
cised the duties of a practitioner of medicine for the period of 
forty-one years ; that at an early period of my medical career, I 
became acquainted with the fact that several agents, as the nitrous 
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oxyd gas, chloric ether, and other intoxicating substances, were 
capable of producing on the human constitution diminished sensi- 
bility ; but that anaesthesia, as now practised, is of a much more 
recent date, and I fully believe that the anaesthetic principle by 
inhalation of gaseous substances in surgical and other operations, 
Avas introduced and established by the late Horace Wells. The 
well-known sedative effects of sulphuric and other ethers might 
readily suggest to the scientific mind their substitution for nitrous 
oxyd gas, and the application of any one of these agents might be 
fairly recognized as the primary discovery. 

" John W. Francis, M.D., 

" Late Professor, etc., New- York. 

" Sworn to before me, this 13th day of Dec. 1852. 

" Henry A. Kerr, Com. of Deeds." 



I deem it proper to state that these three affidavits were obtained 
by myself, after full consultation and conference with Doctors Par- 
ker, Mott, and Francis, with a view to their use before the Senate 
of the United States, of which body I was then a member. They 
have remained in my hands to the present day, and are open to 
the inspection of all who take an interest in the subject. 

I now say that I can prove, by a whole cloud of witnesses from 
the city of Hartford, such men as the Right Rev. Bishop Brownell, 
ex-Chief-Justice Williams, Senator James Dixon, Drs. P. W. Ells- 
worth, Eli Hall, G. B. Hawley, S. B. Beresford, David Crary, and 
C. A. Tafts ; Dentists Jno. M. Riggs, Jno. B. Ferry, and E. E. Cro- 
foot, and citizens Daniel Clarke, Jno. Braddock, Thomas Steele, 
Jno. Gaylord Wells, Norman W. Goodrich, and others too nu- 
merous to mention, that the opinions so strongly expressed by 
Drs. Parker, Mott, and Francis, are founded on truth. They have 
already spoken to that effect, under oath, and will again say, if 
need be, not only that they are " very confident and strong in the 
opinion" (to use the emphatic language of Dr. Parker) that H. W. 
was the first to apply an available agent, to wit, the nitrous oxyd 
gas, for anaesthetic purposes, but most of them will add that they 
positively know the fact to be so. 

But by far the most exceptionable part of the above extract is a 
statement, which I deem it proper to reproduce as a sample of 
inexcusable meanness and presumption. It is as follows : " Still 
more recently the nitrous oxyd gas, administered by inhalation, has, 
as originally suggested by Sir Humphrey Davy, been employed to 
produce a temporary loss of consciousness. But this after a fair 
trial failed, and the hopes founded upon it have proved nugatory 
and delusive." Here is an admission that before Morton entered 
on his experiments, somebody had tried nitrous oxyd gas. Was it 
not mean in the writer to conceal from the public the name of 
II. W., when he well knew that that unfortunate gentleman made 
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the trial ? and was it not equally mean to intimate that anaesthesia, 
in the modern sense of that word as connected with the nitrous 
oxyd gas, should he attributed to Sir H. Davy, thus seeking to 
create the impression that Wells must have derived his idea 
from that source ? and was it not more than mean — was it not base 
and presumptuous in the last degree, to assert that " after a fair 
trial this agent has failed, and the hopes founded upon it have 
proved nugatory and delusive" ? 

Behold how a plain and succinct narrative will put down this 
presumption. On the evening of the 10th of Dec, 1844, nearly 
twenty-two months before Morton pretended to have made any 
discovery in Boston, II. W. and lady attended an exhibition by one 
Gr. Q. Colton, of the nitrous oxyd (usually called the laughing) gas, 
at Hartford, which he inhaled himself, and which was inhaled by 
several others, among whom was a young gentleman who performed 
some extraordinary gyrations and pranks among the benches, and 
barked his shins pretty extensively. When he came to himself, 
Mr. Wells immediately propounded several interrogatories, and 
ascertained from him that he was not conscious of the slightest 
injury till he saw the blood trickling down his legs. Mr. Wells 
turned to a bystander, and remarked that he believed the nitrous 
oxyd could be used for the extraction of teeth without pain, and 
repeated the same remark to Mrs. Wells on his way home, on 
being reproached by her for making himself ridiculous before a 
public assembly in taking the nitrous oxyd. Full of this idea he 
went to rest, and rising early the next morning, declared that he 
would have the experiment tried that day (Dec. 11) on himself, 
and accordingly Mr. Colton administered the gas. A large molar 
tooth was extracted, and when Wells awoke to consciousness, he 
exclaimed : "A new era in teeth-prilling I It did not hurt me any 
more than the prick of a pin !" Here was the first conception and 
the first parturition of Anaesthesia, in the modern sense of the 
word. What did Wells do ? Did he take a patent as Morton 
did ? Not at all. He made a present of his great discovery to 
humanity, for he was the most generous of men. He immediately 
communicated the facts to his brother dentists of Hartford, and 
they all at once embarked in the practice of anaesthesia with the 
nitrous oxyd, and continued that practice till it was ascertained 
that other agents were equally efficacious and safe, and much more 
convenient. I verily believe that I can prove that teeth enough 
were extracted in the city of Hartford, without pain, by the use 
of the nitrous oxyd during the two years that followed the dis- 
covery, to fill a half-peck measure. In the mean time, several 
capital operations were performed by the surgeons of Hartford, 
without pain, by the same means, one of which, namely, cutting 
off the leg of H. A. Goodale by Dr. P. W. Ellsworth, which took 
place January 1st, 1848, may be found reported in the Boston 
Medical and SurgicalJournal, vol 37, p. 498 ; and yet the writer 
of the address has the audacity to say that the nitrous oxyd gas 
" after a fair trial has failed, and the hopes founded upon it have 
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proved nugatory and delusive." Failed, good Doctor ! How do 
you know it ? I affirm that it never has been used as an anaesthe- 
tic agent in this city, simply for the reason, that after the idea of 
anaesthesia had been fully developed, more convenient, not more 
efficacious agents Avere discovered. The nitrous oxyd is a mere 
gas, is troublesome to prepare and purify, and has to be adminis- 
tered by means of a bag of considerable size. Whereas sulphuric 
ether, chloric ether, and chloroform are liquids which can be car- 
ried about in bottles, and readily exhibited to patients by the 
agency of a sponge. 

" Failed !" says this address-maker. But have you been to 
Hartford, to inquire into the facts ? Have you taken any the 
slightest pains to inform yourself? Inquiry at the only place where 
the nitrous oxyd was ever used extensively, would seem to be indis- 
pensable. " Failed !" forsooth ! Good doctor ! but we can bring 
the matter to a short issue. Do you prepare a good supply of the 
nitrous oxyd, (thoroughly purified,) and I will bring from the city 
of Hartford, Mr. John M. Riggs, a very capable dentist, and I en- 
gage that he shall, by using the nitrous oxyd, extract as many 
teeth without pain as your Wra, T. G. Morton can by the use of 
sulphuric ether or any other agent. 

But the fact is that Horace Wells discovered the anaesthetic 
properties of sulphuric ether at an early day, and long before ex- 
perimentation by Morton. In a former communication I stated 
that the ether was used only once at Hartford, but I find on ex- 
amination I was mistaken. It was used twice — once in removing 
a tumor, and once in extracting a tooth, and in both instances, 
early in 1845. The operator in the first instance was Dr. E. E. 
Marcy, then of Hartford, but now of this city, and the public are 
referred to that gentleman for the facts. Having made this addi- 
tional discovery, he (Wells) came to this city, and made the fact 
known to Dr. Mott, as stated in his deposition. It is true he did 
not use the ether to any considerable extent, as he was apprehen- 
sive of the consequences. He knew that the nitrous oxyd was safe, 
but he did not know this in respect to sulphuric ether. Therefore, 
like a prudent man, he adhered to the former. Was he to blame 
for this ? Did not Dr. Parker deem the use of ether hazardous, 
and did he not warn his students against it ? 

But if the fact were otherwise, and Morton first ascertained the 
anaesthetic properties of the ether, such ascertainment does not, in 
my judgment, merit the name of discovery ; the truth is, anaesthesia 
is nothing but getting men and women drunk by inhalation of cer- 
tain gaseous substances, in place of throwing them into the same 
state by imbibition of alcoholic liquids. In the former case, you 
operate on the system, through the lungs, and in the latter through 
the stomach. It is just as absurd to call the substitution of sul- 
phuric ether for the nitrous oxyd a discovery, as it would be to 
call exhilaration by cognac brandy such after it had been well ascer- 
tained that rum, gin, and whiskey would produce the same effect. 

It is thus indisputable that Wells was the first to discover the 
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principles of anaesthesia, and the first to introduce it into practice. 
He used two competent agents, the nitrous oxyd and the sulphuric 
ether, but principally the former. Wells had his home in the city 
of Hartford, hut had been hi copartnership with Morton, in Bos- 
ton, in the practice of the dental art. I have in my hands proof 
conclusive that the partnership continued down to as late a date as 
September, 1844, when it was dissolved by mutual consent. It is 
susceptible of the clearest proof that Morton was well posted as 
to the discoveries of W. It is not possible for me to enter very 
much into these proofs within the limits to which I am restricted. 
But the discovery of Wells was announced in the newspapers of 
the day, and was the subject of much comment. In the Boston 
Medical and Surgical Journal, of June 18th, 1845, vol. 32, p. 389, 
is a communication from the pen of P. W. Ellsworth, M.D., of 
Hartford, from which I make the following extract : '■'•The nitrous 
oxyd has been used in quite a namber of cases by our dentists dur- 
ing the extraction of teeth, and has been found by its excitement 
perfectly to destroy pain. The patients appear very merry during 
the operation, and no unpleasant effects follow." Here is anaesthe- 
sia announced, nay, printed and published in Boston, as being in 
full operation fifteen months before Morton pretends to have dis- 
covered any thing. But it is useless to pursue this topic any fur- 
ther. Considering the intimacy between Wells and Morton, the 
fact that they had been partners, that Morton had lived at Farni- 
ington, only nine miles from Hartford, and married his wife in that 
neighborhood, and considering also the great publicity given to 
the proceedings of Wells, it is certain Morton knew all about 
them. Indeed, he has admitted in express terms that he " took 
the idea from Wells, who (he added) failed, and he (Morton) went 
on perfecting the discovery till it resulted in the use of sulphuric 
ether." He took the idea from Dr. Wells ! It would have been 
more truthful if he had said he took anaesthesia fully developed and 
established from Dr. Wells. 

Morton admits that he did not make his first experiment until 
the 30th of September, 1846, nearly twenty-two months after the 
discovery of Wells. There is no doubt but that Morton had 
shortly previously conceived the idea of trying to turn this matter 
to account. He applied to Dr. Charles T. Jackson for information 
as to the nature and proj>erty of sulphuric ether. I am confident 
that he derived from Jackson whatever ability he had to deal with 
the subject. Indeed, so sensible was he of the obligation he was 
under to Jackson, that he admitted him to a joint and equal par- 
ticipation with himself in whatever of credit was to result from 
the supposed discovery in their application for a patent. Morton 
united with Jackson not only in stating, but swearing, that the 
discovery of the applicability of sulphuric ether for anaesthetic 
purposes was the result of their joint efforts. But now Morton is 
the sole discoverer ! How the author of the address can assert a 
fact to be one way when Morton has sworn positively that it was 
the other, I am at a loss to conceive. But I do not concern my- 



144 

self about the quarrel between Morton and Jackson ; I only advert 
to the treatment which the latter has received at the hands of the 
former, to illustrate character. There is no mistaking the case. 

But I do take a deep interest in the case of the unfortune Wells. 
It is true the contest has hitherto been an unequal one. I have 
stood almost alone. In the first instance, I was called to the in- 
vestigation of this subject in the discharge of my public duties. 
On a full and careful examination, I came unhesitatingly to the 
conclusion that Wells was the true and only author of anaesthesia. 
I have not seen the slightest cause to change my opinion. Certain 
parties in the city may rest assured that they can not put down my 
cause by a mere parade of names, however respectable they may 
be. I am dealing with hard, stubborn facts, which stand out in 
front of my case, and no diligence shall be wanting on my part to 
make them known to the world. I avow myself an admirer of 
the name and character of Horace Wells, (notwithstanding his 
miserable end,) a name which should be as dear to mankind as 
that of Jenner. I am the friend of this destitute family, and the 
vindicator of their interests and rights. Not a particle of in- 
terest have I in the subject. The story of my motives is told in a 
few words — I hate imposture and commiserate the poor widow and 
the fatherless. Teuman Smith. 

New- York, December, ]858. 



For the Journal of Commerce. 

WHO DISCOVERED ANESTHESIA P 

Statement of Drs. Mott, Francis, and Parker. 

Theundersigned, fearing that the public may be misled by the 
republication at this time of certain affidavits made by them in the 
month of December, 1852, in which we severally asserted our be- 
lief that Horace Wells, of Hartford, Connecticut, was the original 
discoverer of the anaesthetic principle as applied to the removal of 
pain in surgical operations, which affidavits were made by us at 
the solicitation, and in consequence of the representations of the 
Hon. Truman Smith, then United States Senator from Connecti- 
cut ; we feel it to be our duty to state that a subsequent and care- 
ful examination of the facts in the history of the discovery of 
Anazsthesia have led tcs to a different conclusion. 

The undersigned coincide in the belief that " the first great tri- 
umph of placing in the hands of the profession an agent capable 
of rendering the patient safely, and at will, utterly insensible to 
the stroke of the surgeon's knife, was in detecting and establishing 
by experiment the anaesthetic powers of sulphuric ether. For this 
discovery the world is indebted to Dr. Wm. T. G. Morton, of 
Boston. 
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"Whatever may have been the steps preliminary to this re- 
markable discovery, Dr. Morton's claim to it is established beyond 
all controversy, and his merit in this respect, with those who have 
taken the trouble to inform themselves on the subject, can be no 
longer a question of dispute." 

Holding this opinion, they have signed the "Appeal of Members 
of the Medical Profession," in this city and Boston, to establish a 
national testimonial, by voluntary subscription, for the benefit of 
Dr. Wm, T. G. Morton, and have united in recommending his 
claims for remuneration to the consideration of their fellow-citizens, 
and of soliciting their subscriptions in behalf of the fund. 

Valentine Mott, M.D., 
Willard Parker, M.D. 



New- York, December 17th, 1858. 
I hereby respectfully set forth that my concurrence in the recom- 
mendation of Dr. Morton's claims for public remuneration was 
grounded on the conclusive evidence that through his experiments, 
perseverence, and energy, it was made manifest that sulphuric 
ether might be used as an effective anaesthetic agent in surgical 
operations. To Dr. Morton's early devotion, I believe the world 
is indebted for the important knowledge we possess on this subject, 
so interesting to humanity. John W. Francis, M.D. 



From the Journal of Commerce. 

Messrs. Editors : In penning the article which appeared in 
your columns of the 16th instant on the subject above named, I 
had not the slightest idea of bringing reproach on the distinguished 
Professors Parker, Mott, and Francis, by the production of the 
explicit affidavits which they saw fit to give in 1852, to be used 
before the United States Senate in favor of the late Horace Wells 
as the true author of Anaesthesia. It is true that the learned gen- 
tlemen had placed themselves in the unenviable attitude of address- 
ing to the Senate in 1852, under oath, one opinion, and in now cer- 
tifying to the public another, but I thought that I could find some 
apology for, or explanation of this singular incongruity in the ob- 
livious effect of numerous and urgent professional engagements, 
and the lapse of time. 

I regret, however, to observe that these gentlemen have by a 
card inserted in your paper of the 18th instant, deprived me of 
this resource of charity, and I have to say, that should it turn out 
that they have by this act placed themselves in a very serious pre- 
dicament before the public, they will have themselves to blame, not 
me. 

Two of these learned Doctors, namely, Messrs. Parker and Mott, 
open their apology as follows : " The undersigned, fearing that the 

10 
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public may be misled by the publication at this time of certain 
affidavits made by them in the month of December, 1852, in which 
we severally asserted our belief that Horace Wells, of Hartford, 
Connecticut, teas the original discoverer of the anaesthetic princi- 
ple as applied to the removal of pain in surgical operations, which 

AFFIDAVITS WERE MADE BY US AT THE SOLICITATION AND IN CONSE- 
QUENCE OF THE REPRESENTATIONS OF THE HON. TltUMAN SMITH, 

then United States Senator from Connecticut, we feel it to be our 
duty," etc. 

On this subject the following remarks, it is believed, will be 
deemed appropriate : 

(1.) These gentlemen admit that they did in December, 1852, 
and comparatively within a brief period after this great discovery 
was made, declare under oath their full belief that the whole credit 
thereof should be awarded to Mr. Wells. The language of Dr. 
Parker, as will appear by recurring to his affidavit, was peculiarly 
emphatic: "The merit," he says, " should in my judgment be 
awarded to the man who first applied either of these agents'''' (mean- 
ing nitrous oxyd gas, sulphuric ether, chloric ether, and the like 
substances) "for anaesthetic purposes, and I am very confident 
and strong in the opinion that man was the late horace 
Wells, of Hartford." 

(2.) They introduce into their excuse the word " solicitation," 
they made, they say, " the affidavit at the solicitation" of the Sen- 
ator from Connecticut. I know of no reason why I should address 
to these learned gentlemen solicitations. I had not, nor have I 
ever had, one particle of interest in the subject. It is true that 
Morton was making a grab at $100,000 in the United States Trea- 
sury on grounds which I verily believed to constitute a case of 
" false pretenses," and it was my duty to hunt up the facts to the 
end that truth might be vindicated and justice done. 

(3.) But an extraordinary part of the statement of Messrs. 
Parker and Mott is, that they made their affidavits, or in other 
words, swore as they did, " in consequence of the represent- 
ations of the Hon. Truman Smith, then United States Senator 
from Connecticut !" This would seem to involve two pleas in bar 
of their former oath-taking ; the first is " ignoramus," that they 
were entirely ignorant on the subject, and the second that they 
were seduced by a Senator into the declaration of " strong and 
confident opinions," when they had not investigated the subject, 
and had no grounds on which to base an opinion of any sort. Can 
this be so ? Are the learned Professors and Doctors of this city, 
whose opinions on scientific subjects are often of the last import- 
ance in settling questions of private right, in the habit of giving 
such accommodating affidavits f If so, I would suggest, that 
were some of them to open an office in the vicinage of the City 
Hall, they might possibly drive a very lucrative business. 

(4.) But you, Dr. Valentine Mott, are grossly mistaken when 
you say or intimate you were seduced into swearing to an opinion 
on a subject of which you knew nothing, for in your affidavit you 
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state a most pregnant fact, as follows : " The first intimation I ever 
had of the probable application of the nitrous oxyd or sulphuric 
ether to obliterate all consciousness of pain in surgical operations, 
was derived from the late Horace Wells, of Hartford ; when on a 
visit to New-York he called on me and made the fact known. lie 
said he had used ether for the extraction of teeth, and he believed 
it might be employed for the same purpose in great surgical ope- 
rations." ..'.." This interview was some time before any 
publication was made on the subject.'' The first publication in 
which there is any allusion to this subject, may be found in the 
Boston Medical and Surgical Journal, of June 18th, 1845, and 
long before Morton pretends to have made any discovery what- 
ever. Thus you, Dr. Mott, have sworn, in substance, that Wells 
was in this city announcing his great discovery early in 1845, an- 
nouncing not only that the nitrous oxyd could be used, but that 
sulphuric ether had been also ; or do you mean to un-swear not 
only your opinion, but a fact what is conclusive of the whole con- 
troversy, and to have it understood that the ex-Senator by some 
seductive influence obtained the mastery of your faculties, and 
induced you to embark in the poor business of romancing under 
oath ? No, no, Doctor ! You stated the fact truly in the spirit 
of a man of honor and rectitude, (as you are,) and therefore your 
sworn opinion based on that fact, namely, "as he" (Wells) " first 
applied ether for the purpose of producing Anaesthesia, he is fully 
entitled to the credit and honor of the discovery," stands good. 

(5.) And as for you, Dr. Parker, I have a chapter of ethics to 
read to the public in connection with your course, which may pos- 
sibly prove alike instructive and interesting. 

But to a proper appreciation of the subject, a brief preliminary 
statement is necessary on my part. Anterior to the caption of 
the affidavits of Doctors Parker, Mott, and Francis, the friends of 
Mrs. Wells and child had put into my hands many affidavits, most 
of them taken at Hartford, but some of them in this city and else- 
where, proving conclusively that Dr. Wells did, at Hartford, in the 
fall of 1844, conceive the idea of anaesthesia and immediately in- 
troduced it into practice at that place, which he and others con- 
tinued openly and notoriously up to the period of his death, Janu- 
ary 24th, 1848, and that Morton was fully apprised of this dis- 
covery and practice long before he entered on experimentation at 
Boston. These proofs were from men of the highest standing and 
character, venerable clergymen, (including one Rt. Rev. Bishop,) 
judges, counsellors-at-law, surgeons, physicians, dentists, and many 
laymen. If there is such a thing as establishing any fact by human 
testimony, the case of H. W. was made impregnable in the manner 
stated. 

But it was and is admitted, that the agent in the main, used by 
Wells, was the nitrous oxyd gas — it is true he had in some in- 
stances tried with success sulphuric ether, but fearing that the lat- 
ter might prove injurious, and knowing that the former would not, 
he acted as any judicious and prudent man would under such cir- 
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cumstances — he used almost exclusively the nitrous oxyd. But the 
gas is unwieldy, and by no means as convenient as other agents, 
and it occurred to me that some attempt might be made to elevate 
Morton to the position and dignity of a discoverer, on account of 
the part which he took in the fall of 1846, and for a few months 
after, in bringing the availability of sulphuric ether to the notice 
of the surgeons and physicians of Boston. 

It was tor the purpose of obtaining authoritative evidence in 
opposition to any such futile effort that I called on Drs. Parker, 
Mott, and Francis, in December, 1852, and for that purpose only. 
I was received by them very politely, for which they had and still 
have my thanks. They with one voice insisted that the effect of 
the nitrous oxyd and sulphuric ether had long been known to be 
similar, and they said it being first ascertained that a state of anaes- 
thesia could be produced by the oxyd, it would be no discovery 
whatever to apply the ether to the same end. I then asked them 
to draw up their own affidavits, which they accordingly did, and I 
now have them in my possession in their own proper hand-writ hi g. 
I was not so presumptuous as to suggest either ideas or words, 
and they being perfectly conversant with all the facts, saw fit to 
go further, and to attribute in diverse language the whole merit 
of this great discovery to H. W. The public will be likely to 
think before I have done with this subject, that they then " hit the 
nail on the head," whatever they may say now. 

Returning to Washington, and resuming my seat, it at length 
occurred to me that possibly in the debate which I then antici- 
pated, some member might be impudent enough to deny the anaes- 
thetic properties of the nitrous oxyd, or might insist that though 
available in the extraction of teeth, yet there was no proof that it 
could be used with success in great surgical operations. I then 
sat down and addressed Dr. Parker on the subject, proposing to 
send on to New- York, Mr. John M. Riggs, the dentist of Hart- 
ford, then in the city of Washington, to have him prepare the 
nitrous oxyd, and administer it under the direction of the Doctor, 
in some capital case, to the end that he (Dr. P.) might certify to 
its availability in such cases as well as in dentistry. In reply, I 
received from the learned gentleman the following very remark- 
able letter — remarkable in view of the position he now takes : 

"New-York, Jan. 25, 1853. 

" Dear Sir : Your letter reached me yesterday, and in answer 
I beg leave to say I will assist in the trial of the nitrous oxyd gas, 
provided we can have it prepared for our use by Dr. Riggs or any 
other person. The question is, Whether the gas will produce anaes- 
thesia f If so, then it has its place as an anaesthetic agent with sul- 
phuric ether, chloric ether, chloroform," etc. 

" The main question is, Who was the discoverer of the fact that 
a state of anaesthesia could be produced, and that with safety ?" 
(underscoring by the Doctor.) 

" Which is the best agent to produce such a state is another 
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question — a question, too, not yet decided. The Boston names 

ARE NOTHING TO THE QUESTION." 

" Now, if the nitrous oxyd gas can not produce an anaesthetic 
state," (underscoring by the Dr. again,) " then Dr. Wells did not 
discover with that agent (and it is not claimed he did with any 
other) that a state of anaesthesia could be produced in the human 
subject." 

"If by experiment we can produce a state of anaesthesia with 
the gas, then it must be admitted by Mr. Walker," (referring to 
the Hon. J. P. Walker, then a Senator from Wisconsin, and a 
strong supporter of the pretensions of Morton,) " and all others, 
that Dr. Wells is entitled to the honor of discovering the fact," 
(Dr. underscores,) " that an anaesthetic state can be produced, and 
the agent he employed was the nitrous oxyd gas. He did not use 
ether" (there the Doctor was mistaken) " nor chloroform, but 
others have since employed them as agents to produce the same 
state'''' (Dr. underscores) " which Dr. Wells produced by another 
agent. Brandy will produce a state of anaesthesia also, and so 
will cold. 

" The question, I again say, before the Committee is to my mind 
clear, namely, Who discovered the great and transcendent fact," 
(Dr. underscores,) " that the human system can be put into a state 
of anaesthesia," (the doctor is emphatic again,) " so that teeth 
may be extracted and no pain, limbs may be severed and the sys- 
tem remain in a tranquil sleep ? That is the question, and the only 
question, and not whether this agent or that agent was employed. 

" ' Justitia eiat si ccelum ruat.' It can not be that the honest 
minds of distinguished Senators will be perverted, and an appro- 
priation made on a false issue. I will aid in trying the gas, and 
if it be inert, then the claims of Dr. Wells will fall to the ground. 
" Very truly yours, W. Parker." 



Ah ! Doctor, where are you now ? Where is the pretense that 
you swore to an unsound and false opinion in favor of Wells, " in 
consequence of the representations" of Senator Smith ? Is it not 
manifest that you knew all about the claim of Wells — indeed, that 
you were much better posted than he was on that subject ? I defy 
human ingenuity to form a more just conception of the true issue 
then and now pending between Wells and Morton, or to state that 
issue in more just and appropriate terms than you did. You knew 
Wells had been using the nitrous oxyd at Hartford months before 
Morton pretends to have made any discovery at Boston ; therefore 
you exclaim : " The question is, Whether the gas will produce an- 
aesthesia ?" Again : " Who was the discoverer of the fact that a 
state of anaesthesia can be produced, and that with safety ?" And 
then a^ain : " Who discovered the great and transcendent fact 
that the human system can be put into such state, so that teeth 
may be extracted and no pain — limbs may be severed and the sys- 
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tern may remain in a state of tranquillity ?" And the solution of 
these questions you affirm in another part of your letter, may be 
reached by making in this city a new trial of the nitrous oxycl. 
" If," you say, " by experiment we can produce a state of anaesthe- 
sia with gas, it must be admitted by Mr. Walker and all others, 
that Dr. Wells is entitled to the honor of discovering the 

PACT THAT AN ANAESTHETIC STATE CAN BE PRODUCED," and the agent 

which he used you affirm over and over is wholly immaterial. You 
seemed to be overwhelmed with anxiety, lest the Senate should 
attach some importance to the properties or nature of the agent 
used by Morton — that you affirm would be to make an appropri- 
ation on " a false issue." Morton had appeared at Washington 
with a long string of Boston names to advance his claims, but you 
say justly, " the Boston names are nothing to the question." How 
is it now, good Doctor ? You have added your name to the Bos- 
ton names ! Is that adding nothing to what you say was nothing 
before ? Certain New- York names are found on both sides of this 
question — wriggling in both scales. I am inclined to think they 
are worse than nothing — that they are in a marked degree a nega- 
tive quantity. You seem, learned sir ! to be fond of Latin max- 
ims — here is one for your edification, "JDitera scripta remanet " — 
next time you propose to swear one way, and then certify the re- 
verse, I advise you to write no letters on the subject. Bad affairs 
these letters are to the uncandid and prevaricating. 

So much for the naughty conduct of a United States Senator in 
seducing two distinguished Professors of Surgery and Medicine 
of the city of New- York into the unhappy business of swearing to 
opinions when they hadn't any, though it strikes me " the boot 
should be put on t'other leg," and if any body was seduced, it was 
the Senator. It is true, I attached some weight to the opinions 
of these gentlemen, but I agree I was mistaken. I now think 
they were not worth one straw, and very likely the public will 
think so too. 

But by far the most important part of the statement of Doctors 
Parker and Mott, is that which (after showing how they had been 
induced by representations, etc., to swear the other way) concludes 
as follows, " We feel it to be our duty to state, that a subsequent 
and careful examination of the facts in the history of the discovery 
of Anaesthesia, has led us to a different conclusion," and then they 
go on to add : " Whatever may have been the steps preliminary to 
this remarkable discovery, Dr. Morton's claim to it is established 
beyond all controversy, and his merits in this respect with those 
who have taken the trouble to inform themselves on the subject, 
can be no longer a question in dispute." 

This is certainly going it pretty extensively. Here the learned 
gentlemen say, that after having sworn in favor of Wells, they 
carefully examined " into the facts in the history of anaesthesia," 
and were " led to a different conclusion." This would seem to be 
a little diffident and modest, but then they all at once break out 
with the asseveration that Morton's " claim is established beyond 
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all controversy" — " no longer a question of dispute" " with those 
who have taken the trouble to inform themselves." This is the 
same thing as to say, that the multitude of citizens of Boston, 
New-York, Philadelphia, Cincinnati, and, in short, in all parts of 
the country, (many of them distinguished members of their own 
profession,) who verily believe H. W. to be the true and only dis- 
coverer of the principle of anaesthesia, and the first to introduce it 
into practice, are profoundly ignorant on that subject — that they 
and those who act with them have alone looked into, and under- 
stand the case. 

But you, Messrs. Parker and Mott, it seems, have gone into a 
" careful examination of the facts in the history of the discovery 
of anaesthesia," and that, too, subsequent to your swearing the 
other way. When ? where ? how ? where did y<m do it ? at 
what place ? Was it in New- York, Boston, or Hartford, or in 
neither ? When was it ? Was it since Morton arrived in this 
city, in pursuit of a great "national testimonial" with a list of 
" Boston names," for which you, Dr. Parker, had so much con- 
tempt in 1852? How have you done it? Have you called for 
proofs ? Have you given notice to the parties, or has your inquiry 
been wholly ex parte f Have you ever sent to Hartford, to ascer- 
tain the facts ? Have you, Dr. Parker, made the experiment, on 
which you declared, in your letter of Jan. 25th, 1853, the whole 
issue must turn, namely, whether the nitrous oxyd will produce 
on the human system an anaesthetic effect ? I deny that such 
trial has ever been made in this city ; certainly it has not been by 
you ; and yet you pretend to have examined carefully into the 
subject. You have not taken even the first step indispensable to 
" a careful examination." And what is much more grave, I have 
to say you knew, or had reason to know, that I am the custodian 
of all the proofs on the Wells side of the question. Here is one 
from the Rt. Rev. Bishop Brownwell, of Hartford, Conn., which I 
select out of several scores : 

" I, Thomas C. Brownell, of the city and county of Hartford, 
depose and say, that on or about the 1st of January, 1848, my 
daughter, Frances J. Brownell, had five teeth extracted by Dr. 
Riggs, a dentist of this city, she being, at the time, under the 
influence of nitrous oxyd gas, administered to her by the late i r. 
Wells. I was present at the operation, and saw no evidence that 
my daughter was conscious of suffering, and she told me after- 
wards that she felt no pain during the operation. A few weeks 
afterwards she had three more teeth extracted, while under the 
influence of ether, and with little appearance of suffering, though 
she thought it less genial in its effects than the nitrous oxyd gas, 
and such was my own judgment of its operation. 

T. C. Brownell." 

Sworn to before Henry L. Rider, N. P. 
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And yet you have not condescended to call for these proofs ! not 
for one of them ! but without any other than a one-sided inquiry, 
you have dared to say to the public you have made " a careful 
examination into the facts," etc. 

Let those believe who choose to — I do not! 

As for you, Dr. Francis, it is manifest that you act on the senti- 
ment of the immortal Falstaff: that "the better part of valor is 
discretion." Your P. S. to the card of Drs. Mott and Parker is 
truly diplomatic. You do not pretend to take back what you 
swore to before, but you seem to think that although Wells may 
have discovered the principle and introduced the practice of anaes- 
thesia, yet through the " experiments, perseverance, and energy" of 
Morton, " it w T as made manifest, that sulphuric ether might be used 
as an effective anaesthetic agent in surgical operations ;" thus pass- 
ing by the prime discoverer, the great benefactor of mankind, to 
bestow all the rewards, if not all the honors, on a party who acted 
a very subordinate part in the matter. I have said before that I 
Avould be willing to acknowledge some merit in Morton, had he 
placed himself on any grounds consistent with rectitude and truth. 
But he has utterly denied the claims of "Wells, and controverted 
his case at every point. A subordinate party may be entitled to 
great credit, but much depends on the motive which characterizes 
his course. If he lays hold of the discovery of another, and seeks 
to appropriate it to himself, cum anitno furandi, his is a detest- 
able character, and should be scouted from the respect and confi- 
dence of all honorable men. Whether Wm. T. G. Morton stands 
before the public in any such attitude, the candid and discriminat- 
ing must judge. I dismiss him to the patronage of all those who 
choose to be humbugged. 

In my former communication I stated that I had stood pretty 
much alone in efforts to assert the claims of Dr. "Wells and the 
rights of his widow and child ; but I am happy to say that this is 
to be so no longer, as will appear from the following communica- 
tion, which I have recently received from the Right Rev. Bishop 
Brownell, Ex-Chief-Justice "Williams, and other citizens of Hart- 
ford of high distinction : 

" Hartford, Dec. 13th, 1858. 
" Hox. Truman Smith : 

" Dear Sir : As the city of Hartford had the honor of giving 
birth to anaesthesia, or the use of gases and vapors for the relief of 
pain, and believing that the claims of the late Horace "Wells, as 
the author of that discovery, have not been brought as fully before 
the world as the case demands, we request you, at your convenience, 
to give our citizens a history of that great discovery and the efforts 
made to deprive Dr. Wells of his just rights. 

" T. C. Brownell, Thos. S. Wiliiams, Wm. W. Ellsworth, Seth 
Terry, B. Hudson, Harvey Seymour, James W. Bunce, T. M. 
Allyn, S. B. Beresford, M.D. ; B. Rogers, M.D. ; P. M. Hastings, 
M.D. ; A. W. Barrows, and P. W. Ellsworth." 
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I have designated the evening of Monday, the third proximo, 
for the meeting ; and of course the learned Dr. Parker can not 
have any objection to my taking with me his original affidavit and 
letter, together with his recent card ; possibly they may prove to 
the meeting alike instructive and amusing. 

In conclusion, Messrs. Editors, permit me to say that the public 
must not infer from a brief editorial under the caption "Anaesthe- 
sia," contained in your paper of the 16th instant, (in which you 
state in substance that I have undertaken the prosecution of the 
claims of the family of Dr. Wells,) that I am in any sense em- 
ployed as their counsel, or that I am deriving or expect to derive 
any (the slightest) benefit from the assertion of those claims. I 
do not pretend to be more disinterested than other men, but the 
truth is, I became enlisted in this cause in my representative ca- 
pacity ; and knowing all the facts, I felt that I ought not to remain 
silent while an attempt is being made to practise what I consider 
a great imposition on the people of New- York. Dated at New- 
York, Dec. 22d, A.D. 1858. Truman Smith. 



From the Evening Press, Hartford, Conn., February 9. 
ANESTHESIA. 

The following preamble and resolutions were unanimously passed 
at the meeting of" the Medical Society of the city of Hartford, on 
Monday evening, Feb. 7, 1859 : 

" In view of the former and more recently renewed attempts to 
deprive the late Dr. Horace Wells of this city, and his family, of 
the honor, and any reward which might be given them for the dis- 
covery and development of the principle of anaesthesia as applied 
to surgery ; and in view also of the efforts made and making to 
induce unreflecting yet generous individuals to pecuniarily recom- 
pense other claimants, we, the Medical Society of the city of Hart- 
ford, many of whose members were personally acquainted with 
Dr. Wells, participated in his experiments, and were conversant 
with the facts from the first, feel it our duty to pass the following 
resolutions : 

"Resolved, That having examined the testimony which has been 
presented in favor of the claims of Dr. Horace Wells, that he ori- 
ginated the idea, and was the first effectually to demonstrate the 
practicability of inducing a state of insensibility for surgical pur- 
poses, by the use of substances inhaled, we feel sure that such was 
indisputably the fact, and that to withhold from Dr. Wells the credit 
of this discovery, which he generously gave to the world without 
fee or reward, is unjust and dishonorable. 

"Resolved, That to bestow pecuniary recompense, or honors of 
any description, upon those not entitled to such testimonials, to the 
neglect of the deserving, is a discouragement to virtuous action, 
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and we entreat all who are besought to contribute to other claim- 
ants than Dr. Wells, that they candidly examine both sides of the 
question, believing that if this is done, the cause of truth, which 
has labored heretofore under many discouragements, will triumph- 
antly vindicate itself. 

" .Resolved, That we consider it unworthy any member of an 
honorable profession, that he should support claims for a patented 
article, while Horace Wells nearly two years before proclaimed the 
discovery of the principle of anaesthesia, demonstrated its power, 
gave it freely to the world, and at Boston, in the very amphithe- 
atre of the medical school, urged its use upon the medical faculty. 

"Resolved, That the pamphlet called "Anaesthesia," or the tes- 
timony upon the subject, arranged by the Hon. Truman Smith, 
collected from a multitude of our fellow-citizens of the highest 
respectability, is a most satisfactory defense of Dr. Wells' claim, 
and to it we would refer any Avho are in doubt as to the right- 
ful discoverer of the aforesaid principle, believing no unprejudiced 
person can arise from its perusal with other views than those held 
by this Society. 

"Resolved, That the thanks of this Society be given to the Hon. 
Truman Smith for his able, honest, and zealous defense of the truth, 
and for his aforesaid work on Anaesthesia, a work which deserves 
the thanks of the whole profession and of every lover of justice. 

"Resolved, That in approving the foregoing resolutions, we are 
in no way actuated by any other motive than that desire for truth 
which should always govern our profession ; that the desire of 
establishing the claim of Dr. Wells for the aforesaid discovery, 
does not arise from the fact that he was a resident of our city, or 
that this discovery reflects honor upon it ; but we feel that this 
defense is a solemn duty devolving upon us as a medical body ; for 
on whom should it fall unless upon those personally and best ac- 
quainted with all the circumstances of the case, who witnessed the 
birth of the great idea, and watched its full development ? 

"Resolved, That a copy of these resolutions be transmitted to 
the Hon. Truman Smith, and that they be inserted in the daily 
papers of this city." 
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